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Four  Hospitals 
Join  Network 


Christ  Community  Hospital  in  Oak 
Lawn,  Community  Memorial  General 
Hospital  in  LaGrange,  Swedish  Cov- 
enant Hospital  in  Chicago  and  West 
Suburban  Hospital  in  Oak  Park  are  the 
first  to  join  with  Rush-Presbyterian-St. 
Luke’s  Medical  Center  in  forming  a 
network  of  hospitals,  it  was  announced 
at  a recent  news  conference. 

The  network  eventually  will  include 
approximately  ten  hospitals  and  serve 
the  health  needs  of  an  estimated  one 
and  a half  million  persons,  according  to 
Dr.  James  A.  Campbell,  Medical  Center 
president. 

“With  the  reactivation  of  Rush  Med- 
ical College,  medieal  education  has  been 
given  a new  direction  designed  to  fill  the 
aeute  shortage  of  primary  eare  physi- 
cians in  Illinois,”  Dr.  Campbell  said. 


“These  community  hospitals  will,  with 
Rush,  provide  opportunities  for  med- 
ical students  to  obtain  training  in  a va- 
riety of  community  settings  where  they 
eventually  will  practice.” 

The  network  will  also  provide  oppor- 
tunities for  training  of  residents  in  both 
the  medieal  eenter  and  in  the  hospitals 
and  will  develop  a program  of  contin- 
uous education  that  will  be  available  to 
all  physicians  on  the  staff  of  the  com- 
munity hospitals.  A cooperative  training 
program  for  other  health  personnel  will 
be  developed.  The  network  will  also 
offer  an  opportunity  to  explore  ways  and 
means  of  attacking  the  high  eosts  of 
health  care  through  developing  more 
efficient  and  economic  care,  through 
sharing  facilities  and  serviees  such  as 
laundries,  computers,  etc. 


Rush  Medical  College,  which  was  the 
oldest  institution  of  its  kind  in  Illinois, 
re-opened  its  doors  this  year  to  fresh- 
men for  the  first  time  since  1942.  In 
welcoming  the  hospitals  to  the  network, 
Dr.  Mark  H.  Lepper,  dean.  Rush  Med- 
ieal College,  restated  some  of  the 
school’s  goals.  “Our  aims,”  he  said, 
“are  to  continue  a century-old  tradition 
of  excellence  in  practical  clinical  teach- 
ing, to  forge  a stronger  union  of  quality 
medical  education  and  health  eare,  and 
to  move  the  educational  arena  at  least 
in  part  to  the  community  hospital.” 

Dr.  Campbell  emphasized:  “Ulti- 
mately every  physician  may  be  a mem- 
ber of  a medical  faculty  and  every  bed 
a teaching  hospital  bed.  These  schools 
without  walls  will  close  the  gap  between 
patient  care  and  medical  education.” 


On  hand  for  questioning  at  a news  conference  annottncing  the  first  four  affiliating  hospitals  were  (left  to  right)  Edward  L.  Olson,  administrator, 
Swedish  Covenant  Hospital,  Chicago;  Wendell  Carlson,  administrator,  West  Suburban  Hospital,  Oak  Park;  Carl  A.  Raabe,  president.  Board 
of  Governors,  Community  Memorial  General  Hospital,  LaGrange;  Dr.  Mark  H.  Lepper,  dean.  Rush  Medical  College;  Vinson  Keimeier, 
chairman.  Board  of  Directors,  and  Dr.  Joseph  P.  Cannon,  president,  medical  staff,  Christ  Community  Hospital,  Oak  Lawn;  Dr.  James  A. 
Campbell,  Medical  Center  president. 
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Q & A Re 

Network  Of  Hospitals 


Q.  Is  tliis  the  first  hospital  network  of 
its  kind? 

A.  Yes,  although  the  concept  of  affili- 
ation is  not  new.  What  makes  the 
Rush  network  difTcrcnt  is  that  it 
should  yield  a model  in  which  med- 
ical education  and  medical  care  go 
hand-in-hand.  The  Rush  network 
provides  for  care  and  education 
throughout  the  entire  range  of  fa- 
cilities giving  medical  service. 

O.  What  are  the  economies  of  such  a 
network? 

A.  Economies  will  result  from  spread- 
ing equipment,  facility  and  person- 
nel costs  over  a population  base  of 
one  and  a half  million  people.  There 
are  three  emphases;  cost,  conve- 
nience and  quality.  These  must  be 
balanced.  While  there  should  be 
significant  economies,  there  should 
also  be  significant  convenience  and, 
of  course,  quality  of  care. 

O.  What  does  the  network  mean  to  the 
patient  in  terms  of  quality  and  cost 
of  care? 

A.  The  quality  of  care  in  the  United 
States  has  not  been  seriously  chal- 
langed  in  most  of  this  century. 
Rather,  it  is  organization  in  the  de- 
livery of  care  that  has  come  under 
criticism.  As  network  hospitals  and 
the  Medical  Center  work  together, 
the  teaching  hospital  climate  will 
make  for  an  exciting  place  to  work 
and  will  benefit  the  patient.  Con- 
cerning cost,  patients  don’t  want 
the  cheapest  possible  care;  they  want 
the  best  possible  care  for  the  dollar 
they  spend. 

O.  Will  the  network  serve  inner  city  and 
rural  populations  where  the  need  is 
so  great? 

A.  Yes.  The  network  will  address  itself 
to  the  medical  care  needs  of  a cross- 
section  of  the  population  of  the 
country.  That  means  part  of  the  net- 
work will  serve  rural  and  semi-rural 
communities,  as  well  as  urban  neigh- 
borhoods. 

O.  Has  a timetable  been  established  for 
developing  a full  network  of  10  or 
more  affiliated  hospitals? 

A.  There  are  now  four  hospitals  in  the 
network.  Six  more  are  under  con- 
sideration, negotiation  or  discussion. 
Within  the  next  six  to  twelve  months 


the  network  should  be  complete. 

Q.  What  are  the  specific  advantages  for 
medical  students  of  training  in  vari- 
ous community  hospitals? 

A.  The  basic  advantage  is  that  the  med- 
ical student  gets  training  where  the 
action  is.  If  the  student  receives 
good  training  he  will  probably  be 
motivated  to  consider  medical  care 
care  within  a community  hospital 
setting  as  an  appropriate  career  for 
himself.  If  this  works,  the  goal  of  re- 
taining many  of  the  doctors  trained 
in  the  Rush  system  for  service  to  the 
people  of  Illinois  will  be  achieved. 

O-  Will  allied  medical  personnel  be 
trained  in  the  network? 

A.  Yes.  There  are  training  programs 
for  allied  personnel  at  both  the  Med- 
ical Center  and  at  most  hospitals 
considered  for  membership  in  the 
Rush  network.  The  allied  health 
personnel  will  rotate  through  vari- 
ous community  hospitals  and  the 
Medical  Center.  Because  many  of 
these  programs  are  based  in  part  in 
community  colleges,  they  already 
rotate  between  hospitals  and  col- 
leges. As  the  network  matures,  it 
will  probably  cooperate  with  a wide 
range  of  agencies  in  training  such 
people.  There  should  probably  be 
a ratio  of  six  allied  health  specialists 
for  every  physician  trained. 

O-  Will  members  of  affiliate  hospital 
staffs  receive  faculty  appointments 
at  Rush? 

A.  Yes,  if  they  wish  to  have  one.  Rush 
faculty  participation  will  be  con- 
sidered in  far  broader  terms  than 
has  been  common  in  making  school 
appointments. 

Q.  Will  the  affiliated  network  expand 
opportunities  for  clinical,  epidemi- 
ological, and  administrative  re- 
search? 

A.  Yes.  The  network  should  be  an  en- 
vironment in  which  people  will  see 
opportunities  and  develop  them.  In 
many  clinical  research  programs, 
such  as  cancer  study,  broad  pop- 
ulation is  useful.  Epidemiological 
research  also  can  benefit  from  a 
cross-section  of  the  population.  Ad- 
ministrative research  has  to  do  with 
finding  the  best  way  of  giving  care 
to  the  American  people. 


Leon  Dingle  Named 
Allied  Health  Dean 


Leon  Dingle,  Jr.  has  been  named 
dean  of  the  office  of  allied  health  sci- 
ences and  will  be  responsible  for  estab- 
lishing that  office  as  the  focal  point  and 
information  center  for  all  allied  health 
educational  activity.  Mr.  Dingle  will  also 
be  concerned  with  curriculum  develop- 
ment for  allied  health  and  setting  the 
standards  for  allied  health  in  the  educa- 
tional, research  and  patient  care  set- 
tings. He  hopes  to  develop  programs 
that  will  reach  out  to  young  people  in 
the  inner  city  and  convey  the  opportuni- 
ties available  to  them  in  the  health  care 
area. 


He  formerly  was  dean  for  allied 
health/human  services  at  the  Central 


Leon  Dingle,  Jr. 


YMCA  Community  College.  Mr.  Dingle 
has  been  a biochemical  researcher  at  the 
Hines  V.A.  Hospital  and  a Chemistry 
and  Biology  Instructor  at  the  Central 
YMCA,  as  well  as  their  coordinator 
of  para-professional  medical  science 
programs.  Since  1968  he  has  been 
educational  consultant  at  Cook  County 
Hospital,  Edgewater  Hospital,  North- 
western University  Affiliated  Hospitals, 
Cook  County  Graduate  School  of  Med- 
icine and  the  Veterans  Administration 
Hospitals. 

Mr.  Dingle  is  a member  of  the  Board 
of  Trustees  of  the  Association  of 
Schools  of  Allied  Health  Professions 
and  on  the  Board  of  Directors  for  the 
Urban  Doctors  Program,  Northwestern 
University  Medical  School. 

His  professional  affiliations  include 
the  Chicago  Academy  of  Science,  the 
American  Chemical  Society,  the  Amer- 
ican Association  of  Lffiiversity  Profes- 
sors and  the  American  Biological  Soci- 
ety. 
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Board  Names  Blettner 
New  Chairman 


Rush-Presbyterian-St.  Luke’s  Med- 
ical Center  elected  three  new  officers 
and  appointed  five  trustees  at  its  recent 
annual  trustees  meeting. 

Edward  F.  Blettner,  Vice  Chairman 
and  Director  of  the  First  National  Bank 
of  Chicago,  has  been  named  Chairman 
of  the  Executive  Board  and  Chairman 
of  the  Trustees  for  the  Medical  Center. 
Mr.  Blettner  succeeds  Albert  B.  Dick, 
III,  Chairman  of  the  Board  of  Directors, 
A.  B.  Dick  Company.  Harold  Byron 
Smith,  Jr.,  Executive  Vice  President, 
Illinois  Tool  Works,  Inc.,  has  been 
elected  Vice  Chairman  of  the  Executive 
Board  and  Vice  Chairman  of  the  Trus- 
tees; he  replaces  Mr.  Blettner  in  his 
former  post.  William  E.  Churchill,  Con- 
troller for  the  Medical  Center  has  been 
designated  Assistant  Treasurer. 

Edward  F.  Blettner  was  elected  Pres- 
ident of  the  First  National  Bank  of  Chi- 
cago in  1958  and  became  Chairman  of 
the  Board  in  1959.  He  is  a director  of 
International  Minerals  & Chemical 
Corporation,  a director  of  Zenith  Radio 
Corporation,  a director  of  Pabst  Brew- 
ing Company,  and  an  alternate  director 
of  International  Commercial  Bank, 
Ltd.,  and  a trustee  of  McGraw-Edison 
Company  Profit  Sharing  Trust.  Active 
in  civic  affairs,  Mr.  Blettner  serves  as 
director  and  president  of  the  Lyric 
Opera  of  Chicago,  governing  member 
of  the  Orchestral  Association,  governing 
life  member  of  the  Art  Institute  of  Chi- 
cago, and  trustee  of  The  Newberry  Li- 
brary Associates.  He  also  is  chairman 
of  the  Citizens  Advisory  Committee  of 
Chicago  City  College  and  trustee  of  the 
Illinois  Institute  of  Technology. 

In  tribute  to  outgoing  Chairman 
Albert  B.  Dick,  III,  George  B.  Young, 
Executive  Board  member  and  past 
Chairman,  stated;  “Under  your  (Mr. 
Dick’s)  chairmanship,  our  whole  opera- 
tion has  been  structured  and  guided  to 
exemplify  the  accommodation  of  the 
private  sector  in  an  increasingly  public 
medical  atmosphere.  Just  as  the  giant 
strides  taken  after  World  War  II  by 
Presbyterian  Hospital,  and  later  Pres- 
byterian-St.  Luke’s  Hospital,  were 
grounded  in  your  father’s  administration 
of  this  institution,  the  strides  that  the 
Medical  Center  will  continue  to  make 
in  the  coming  decades  will  be  grounded 
in  yours.” 


Edward  F.  Blettner 


Albert  B.  Dick  III 


Mr.  Dick  was  appointed  to  the  hos- 
pital’s board  in  1954  and  became  chair- 
man in  1966.  He  also  is  director- vice 
president  of  Lake  Forest  Hospital  and 
director-vice  president  of  the  Hospital 
Planning  Council  for  Metropolitan  Chi- 
cago. He  is  a director  of  Commonwealth 
Edison  Company,  First  National  Bank 
of  Lake  Bluff,  First  National  Bank  of 
Lake  Forest,  Marshall  Field  and  Com- 
pany, Northern  Trust  Company,  and  is 
a trustee  of  Illinois  Institute  of  Tech- 
nology. 

Newly  elected  to  the  Executive  Board 
were  Elliott  Donnelley,  Vice-Chairman 
of  the  Board,  R.  R.  Donnelley  & Sons 
Company;  Frederick  G.  Jaicks,  Pres- 
ident and  Chief  Administrative  Officer, 


Inland  Steel  Company;  and  Robert  P. 
Reuss,  Vice-President,  Operations,  Ill- 
inois Bell  Telephone. 

Appointed  Trustees  of  the  Medical 
Center  were:  Joseph  A.  Burnham, 
Executive  Vice  President,  and  General 
Manager  of  Marshall  Field  and  Com- 
pany; The  Reverend  Robert  Christ, 
Stated  Clerk  of  the  Presbytery  of  Chi- 
cago; The  Venerable  J.  Ralph  Deppen, 
Archdeacon  of  the  Episcopal  Diocese  of 
Chicago;  Edwin  Lennette,  M.D.,  Chief, 
Viral  and  Rickettsial  Disease  Labora- 
tory, Department  of  Public  Health, 
State  of  California;  Richard  L.  Thomas, 
Senior  Vice  President  of  the  First  Na- 
tional Bank  of  Chicago  and  General 
Manager  of  the  First  Chicago  Corpora- 
tion. 


Rush  Medical  College 
Library  Hours 

Monday  — Thursday 

8:30  a.m.  to  10:00p.m. 
Friday  8:30  a.m.  to  7:00  p.m. 
Saturday  8:30  a.m.  to  6;  00  p.m. 
Sunday  2:00  p.m.  to  6:00  p.m. 


Reserve  books  may  be  checked  out 
only  overnight  after  4:00  p.m.  and 
returned  the  next  day  before  9:00 
a.m.  They  may  also  be  checked  out 
on  a weekend  basis:  Friday  afternoon 
till  Monday  morning.  A night-deposit 
in  front  of  the  library  doors  facilitates 
off-hour  returns. 
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Disaster  Plan 
Rehearsal  Held 


At  2:00  p.m.  on  Friday,  November 
12,  1971,  Presbyterian-St.  Luke’s  Hos- 
pital executed  an  unannounced  rehears- 
al of  one  phase  of  its  Disaster  Plan.  This 
expanded  Phase  11  (limited  Phase  HI) 
staging  tested  the  efficiency  of  its  prep- 
arations for  handling  mass  emergencies. 

As  soon  as  the  disaster  rehearsal  was 


announced  throughout  the  hospital,  per- 
sonnel were  mobilized  into  precision 
teams  to  carry  out  emergency  proce- 
dures. This  phase  kept  the  simulation 
to  a limited  scale  by  its  use  of  only  a 
portion  of  the  medical  staff  and  depart- 
ments. It  specifically  was  geared  to 
check  those  key  points  of  the  hospital’s 


emergency  preparations  in  Triage, 
Emergency  Room  (ambulatory  surgery 
station,  shock  and  resuscitation,  cast- 
room),  and  Surgical  Holding  Area 
(operating  rooms). 

The  rehearsal,  one  of  two  required 
each  year  by  the  Joint  Commission  on 
Hospital  Accreditation,  drew  upon  the 


Fire  department  ambulances  transported  cadets  with  simulated  injuries  from  the  Chicago  Fire  Academy  to  the  Southcenter  entrance  of  the 
hospital  on  Harrison  Street. 


Complete  hospital  teams  were  on  hand  to  record  patients'  names,  give  preliminary  diagnoses  in  order  to  route  patients  to  the  proper  areas  for 
treatment,  and  transport  them  to  the  designated  areas. 
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Disaster  Plan  January  Declared 

Blood  Donor  Month 


hospital’s  resources  as  well  as  those  of 
the  Chicago  Fire  Department  and  Civil 
Defense. 

Fire  Cadets  Act  as  Victims 

With  the  cooperation  of  Fire  Com- 
missioner Robert  J.  Quinn  and  Chief 
Harold  Prohaska,  Drill  Master,  fire  am- 
bulances transported  cadets  with  sim- 
ulated injuries  from  the  Chicago  Fire 
Academy  to  the  Southcenter  entrance  of 
the  hospital  on  Harrison  Street. 

Complete  hospital  teams  were  on 
hand  to  record  patients’  names,  give 
preliminary  diagnoses  in  order  to  route 
patients  to  the  proper  areas  for  treat- 
ment, and  transport  them  to  the  desig- 
nated areas. 

Realistic  wound  moulages  simulated 
injuries  ranging  from  fractures  of  the 
arm,  leg  and  clavicle  to  facial  and  ab- 
domenal  lacerations,  an  amputated 
limb,  and  glass  and  metal  foreign  ob- 
jects in  the  back  and  chest. 

Method  for  Handling 
Mass  Emergencies 

The  Disaster  Plan,  in  its  final  stage, 
can  provide  for  300-500  casualties  with 
up  to  100  serious  cases  requiring  hos- 
pitalization. The  disaster  can  be  caused 
by  any  situation  ranging  from  a railroad 
or  subway  accident,  a fire  or  explosion, 
to  a tornado,  riot  or  bombing  in  the 
vicinity  of  Presbyterian-St.  Luke’s  Hos- 
pital. 

Activation  of  various  phases  of  the 
plan  follows  the  decision  of  the  hospi- 
tal’s senior  executive  officer  upon  con- 
sultation with  department  chairmen  and 
the  disaster  control  officer. 

Phase  III,  which  intemipts  all  normal 
hospital  activities  to  implement  the  com- 
plete disaster  procedure,  organizes  med- 
ical and  nursing  personnel  into  teams 
with  specific  stations  and  duties.  Non- 
medical personnel  are  organized  to 
maintain  the  functions  of  their  respec- 
tive departments. 

The  hospital  has  designated  special 
areas  as  rallying  points  for  personnel 
not  required  to  maintain  normal  pat- 
terns of  patient  care  or  not  assigned  a 
specific  station  or  duty.  Those  available 
persons  will  be  asked  to  offer  services 
in  their  field  on  an  “as  needed”  basis, 
and  may  be  recruited  to  pinch  hit  in 
some  unrelated  capacity  until  the  arrival 
of  appropriate  department  employes. 


Blood  is  a perishable  item  — a living 
tissue.  It  may  be  kept  21  days  under 
controlled  refrigeration  and  no  longer. 
Fresh  whole  blood,  if  efficiently  used, 
can  be  separated  into  components  to 
treat  patients  with  a number  of  specific 
blood  disorders,  including  hemophilia, 
leukemia,  serum  hepatitis,  and  other 
severe  infections.  Blood  fractions  are 
also  used  in  the  preparation  of  certain 
vaccines  and  in  the  treatment  of  burns, 
hemorrhage  and  shock.  Consequently, 
there  is  a need  for  a constant  supply  of 
blood. 

It  has  been  estimated  that  approx- 
imately 250,000  units  of  blood  are  used 
annually  in  the  9 counties  comprising 
the  metropolitan  Chicago  area.  In  any- 
given  year  only  3 per  cent  of  the  pop- 
ulation donate  blood;  yet  100  per  cent 
are  potential  blood  users  at  aU  times, 
and  of  these,  some  will  require  many 
units  of  blood  in  the  event  of  an  emer- 
gency. To  acquaint  the  public  with  the 
crucial  and  increasing  need  for  volun- 
teer donors,  January  has  been  declared 


Blood  Donor  Month  in  metropolitan 
Chicago. 

Presbyterian-St.  Luke’s  Hospital  is  a 
member  of  the  Cooperative  Blood  Re- 
placement Plan,  a not-for-profit  public 
service  program  that  acts  as  intermedi- 
ary between  hospital  blood  banks  and 
donors.  Becoming  part  of  the  CBRP 
assures  donors  and  their  families  un- 
limited blood  replacement  when  and  if 
need  for  a blood  transfusion  arises. 

A one-pint  blood  donation  assures  all 
replacement  needs  for  one  person  for 
four  years,  for  two  people  (husband  and 
wife)  for  two  years  and  for  an  entire 
family  (including  all  children  under  19 
years  of  age)  for  one  year. 

Dr.  Frank  E.  Trobaugh,  director, 
hematology  and  president,  CBRP,  com- 
ments, “We  hope  to  emphasize  even 
more  forcefully  the  need  for  volunteer 
donors  in  order  to  ensure  that  a reliable 
supply  of  pure  blood  will  be  available.” 

For  more  information  contact  the 
hospital  blood  bank  at  extension  5923. 


Blood  may  he  stored  for  21  days  under  controlled  refrigeration  and  no  longer. 


Professional 

Activities 


I’salm  Of  The  Bloodbank 

{ A nd  hath  made  of  one  blood  all  nations 
of  men  for  to  dwell  on  all  the  face  of  the 
earth.  - The  Acts  XVII;  26) 


Scarlet  the  sunset, 
crimson  the  dawn, 

Rising  moonjjold  red  curves 
through  the  night 
to  sinking  moongold  red. 

Poppy  red  a singing  woman’s  lips. 

Ruddy  red  the  blush  of 
true  love’s  rose. 

Fleeting  the  flash  of  a 
birdwing  red. 

Red  the  cardinal’s  hat. 

Red  the  communist  flag. 

Token  red  the  corpsman’s 
right  sleeve  cross. 

Red  the  emblem  cross 
of  surgeon,  nurse,  ambulance, 
of  hospital  tent  and  ship  - 
crimson  blood  streams  poured 


together  and  together 
blended  into  one  likeness, 
mingled  in 
mute  communions. 
Catholic  in  flow 
with  Protestant, 

Nordic  in  flux  with  Negro. 

Scoffers,  sinners,  deniers, 
in  strength  and  rest 
from  blood  of 

Christian  believers. 

Help  and  quiet  to  Christian 
believers  from  blood  of  thieves, 
harlots,  blashphemers. 
Christian  believers. 

Deep,  oh  deep,  brother. 

Deep,  oh  deep,  sister. 

The  scarlet  and  crimson. 
The  human  bloodbank  red. 


(THE  COMPLETE  POEMS  OF  CARL  SAND- 
BURG, Harcourt  Brace  Jovanovich.  Inc.,  1955) 


The  Mayor  of  Bombay,  India,  Dr.  Hemchandra  Giipte  (right)  and  Mrs.  Gupte  (center)  were 
recently  guided  through  the  facilities  of  the  obstetrics  and  gynecology  department  by  Dr. 
Julian  Archie,  director,  community  obstetrics  and  family  planning,  (left)  and  Dr.  Robert 
Misenhimer,  director,  perinatal  biology.  The  mayor  and  his  wife  also  viewed  the  nuclear 
medicine  department  with  Dr.  G.  Rayudu  and  the  new  surgical  intetisive  care  unit  with 
as.sociate  administrator  William  Borton.  The  city  of  Bombay  operates  four  municipal  hospitals 
and  three  schools  of  medicine. 


Dr.  Henry  Gewiirz,  chairman,  immun- 
ology and  professor  of  immunology, 
spoke  on  “Complement  and  Immunity” 
at  the  November  1 5 meeting  of  the  Chi- 
cago Society  of  Allergy. 

Dr.  George  D.  Wilbanks,  chairman, 
obstetrics  and  gynecology  and  professor 
of  surgery,  discussed  “Early  Cervical 
Neoplasia”  at  a meeting  of  the  depart- 
ment of  obstetrics  and  gynecology  of 
Michael  Reese  Hospital  and  Medical 
Center  on  November  1 8. 

Dr.  Joseph  S.  Haas,  professor  of 
ophthalmology,  attending  surgeon,  re- 
cently spoke  at  Columbia  University  on 
“Filtering  Operations  in  Glaucoma.” 

Dr.  John  W.  Curtin,  chairman,  plas- 
tic and  reconstructive  surgery,  and  pro- 
fessor of  surgery,  has  been  named  chair- 
man of  the  Medical  Advisory  Commit- 
tee of  the  Metropolitan  Chicago  Chapter 
of  the  National  Foundation  March  of 
Dimes. 

Dr.  Max  S.  Sadove,  chairman,  anes- 
thesiology, and  professor  of  anesthesi- 
ology, has  joined  the  Editorial  Advisory 
Board  of  the  journal,  “Contemporary 
Surgery.”  On  November  16,  Dr.  Sadove 
discussed  “A  Second  Look  at  Mor- 
phine,” at  the  meeting  of  the  Indian- 
apolis Society  of  Anesthesiologists. 

Dr.  John  S.  Hyde,  director,  pediatric 
allergy,  recently  spoke  at  West  Subur- 
ban Hospital  on  the  rehabilitation  of 
asthmatic  children  to  members  of  the 
Asthmatic  Children’s  League. 

Dr.  Marshall  Goldin,  medical  direc- 
tor,surgical  intensive  care  unit,  and  as- 
sistant attending  surgeon,  has  been  ap- 
pointed to  the  cerebrovascular  disease 
committee  of  the  Chicago  Heart  As- 
sociation. 

Bernard  Pennington,  chairman, 
James  L.  Gibbons,  associate  chairman, 
and  Robert  W.  Jais,  resident  chaplain, 
pastoral  care  and  education,  attended 
the  annual  meeting  of  the  Association 
for  Clinical  Pastoral  Education,  Inc.  in 
San  Francisco,  November  8-12.  At  the 
conference  Rev.  Gibbons  was  elected 
chairman  of  the  A.C.P.E.'s  National 
Certification  and  Accreditation  Com- 
mittee. This  committee  is  responsible 
for  the  accreditation  of  institutions  as 
centers  for  Clinical  Pastoral  Education 
programs,  and  for  the  certification  of 
Chaplain  Superv  isors  for  these  centers. 
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Personnel  Policies  Corridor  News 
& Procedures  Quiz 


1 . When  taking  a package  or  a bag 
home  from  the  Medical  Center, 
one  must 

A.  permit  Security  to  inspect  it 

B.  place  the  bag  over  your  head 

C.  have  an  authorized  note 

D.  either  A or  C of  the  above 
Answer  is  in  Employe  Handbook, 
page  14. 

2.  When  there  is  a fire,  the  page  op- 
erator will  announce  by  a triple 
page 

A.  “Dr.  Red” 

B.  “Rome  is  burning” 

C.  “Dr.  Blue” 

D.  none  of  the  above 
Employe  Handbook,  page  14. 

3.  Three  consecutive  days  of  unex- 
plained absence  is  cause  for 

A.  termination 

B.  a slap  on  the  hand  and  a dirty 
look  from  your  supervisor 

C.  a lay-off 

D.  none  of  the  above 
Employe  Handbook,  page  21. 

4.  To  prevent  loss  of  protection  dur- 
ing an  LOA,  it  is  a good  idea  to 

A.  eat  an  apple  a day  and  avoid 
large  moving  objects 

B.  make  arrangements  with  Per- 
sonnel Records  to  prepay  in- 
surance premiums  before  go- 
ing 

C.  call  the  insurance  company 

D.  none  of  the  above 
Employe  Handbook,  page  10. 

5.  A regular  employe  working  be- 
tween 20  and  35  hours  per  week 
is  entitled  to 

A.  all  benefits  given  to  a regular 
full-time  employe 

B.  all  benefits  on  a pro-rata  basis 
with  the  exception  of  group 
insurance,  tuition  aid,  and 
pension  to  which  he  is  not  en- 
titled 

C.  supervisors  time  on  a pro-rata 
basis 

D.  none  of  the  above 
Employe  Handbook,  page  27. 


Miss  Etta  Cherner,  finance,  recently 
became  engaged  to  James  C.  Blair, 
manager  income  control,  finance.  The 
couple  plans  a fall  wedding. 

Congratulations  to  Carole  Twomey, 
x-ray  technician,  who  became  Mrs. 
Coffey  on  November  1 1 . 

Dr.  and  Mrs.  Richard  Buenger  re- 
turned from  a three  week  vacation  in 
Spain  and  Portugal. 

Dr.  and  Mrs.  John  Clark  recently 


spent  two  weeks  in  Hawaii. 

Mrs.  Helen  Sutton,  R.Ph.,  recently 
returned  from  a Caribbean  cruise  and 
a visit  to  relatives  in  New  Orleans. 

Norma  Fuesting,  x-ray  technician, 
recently  became  Mrs.  Ellis. 

Francine  Grajek,  R.N.,  OB-GYN, 
was  married  December  18  to  Jack  G. 
Vainauskas,  security.  The  couple  honey- 
mooned in  the  West  Coast  and  will  re- 
side in  Chicago. 


Dr.  Frederick  Malkinson  (center),  chairman,  dermatology,  and  professor  of  dermatology, 
accepts  a Cassette  Programmer  Recorder  from  Robert  W . Link  (left),  North  Chicago  Division 
Manager,  and  Leroy  Kwiatt  (right)  Hospital  Representative,  Schering  Corporation.  The  tape 
recorder  will  be  used  for  educating  residents  in  the  basic  sciences  in  relation  to  clinical  derma- 
tology. The  Schering  Corporation  is  donating  a recorder  to  each  of  91  centers  in  the  U.S.  and 
Canada  which  have  dermatology  resident  programs.  Dr.  Malkinson,  as  chairman  of  several 
education  committees  of  the  American  Academy  of  Dermatology  has  been  instrumental  in 
acquiring  a $75,000  grant  from  the  Schering  Foundation  to  be  used  for  a series  of  slide-tape 
programs  for  dermatology  residents  throughout  the  country.  The  first  series  is  entitled  "Cell 
Kinetics  and  Skin  Disease.” 


Published  monthly  by  the  Office  of  Development  and  Communication,  Rush-Pres- 
byterian-St.  Luke’s  Medical  Center,  1753  W.  Congress  Parkway,  Chicago,  111.  60612. 
Room  924  (312)  942-5577. 
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Graphic  Reproduction; 
Communication  In  Printed  Form 


Application  forms  to  Rush  Medical 
College,  daily  menus  for  hospital  pa- 
tients, brochures  for  Mile  Square,  vis- 
itors’ passes,  laboratory  forms  and 
lecture  announcements  are  all  commu- 
nication in  its  printed  form. 

Located  on  the  fourth  floor  of  the 
Coyne  building,  the  graphic  reproduc- 
tion department  is  responsible  for  print- 
ing a multitude  of  communications 
material,  storing  1,135  various  hospital 
forms,  and  even  microfilming  patient 
medical  records  and  pharmacy  drug 
charges. 

From  inception  to  completion,  several 
steps  are  involved  in  the  printing  pro- 
cess. For  a brochure  or  a flat  form  (not 
multi-copy),  the  pertinent  information 
is  given  to  William  Lippmeier,  graphic 
designer,  who  determines  the  color,  size 
and  type.  He  gives  this  information  to 
Frances  Pugh,  varitypist,  who  types  it, 
lays  it  out  and  passes  it  on  to  the  print 
shop.  There,  the  layout  is  shot  with  an 
ektalith  camera  which  has  the  capacity 
to  enlarge  or  reduce  the  copy  to  proper 
size.  The  master  is  put  on  one  of  four 
offset  presses  for  printing.  For  a “long 
run”  (5,000  copies  or  more)  or  for 
photos,  a metal  plate  is  made  before 
being  run  on  the  machine.  If  the  materi- 


Jim  Warfield  (left),  supervisor,  print  shop,  and 
Larry  Froio  (right),  director,  graphic  repro- 
duction, check  an  ekalithe  camera  negative. 


Mary  Tatum  and  Walter  Mroz,  print  shop,  feed  paper  into  the  24-station  collator. 
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William  Lippmeier,  graphics  designer,  and  Frances  Pugh,  varitypist,  choose  type  for  a 
brochure  by  checking  the  headline  tapes. 


al  is  composed  of  several  pages  it  is 
processed  through  a fully  automatic  24- 
station  collator  which  includes  stapling. 
This  equipment  can  collate  25,000 
sheets  per  hour. 

An  available  supply  of  all  hospital 
forms  is  stored  in  the  stockroom.  While 
flat  forms  are  printed  at  the  hospital,  all 
multi-copy  forms  are  ordered  from  out- 
side vendors.  William  White,  of  the 
forms  and  analysis  control  section,  is 
responsible  for  maintaining  and  pur- 
chasing the  1,135  forms. 

In  a one  month  period,  the  print  shop 
produces  in  excess  of  one  million  im- 
pressions. Including  all  memos,  depart- 
mental and  hospital  stationery,  tele- 
phone directories  and  many  other  items, 
the  print  shop  uses  100,000  sheets  of 


plain  white  paper  a week,  30,000  sheets 
of  color  paper  and  300,000  sheets  of 
index  paper,  used  for  posters,  post  cards 
and  visitors’  passes. 

Jim  Warfield,  supervisor,  print  shop, 
comments,  “We  try  to  use  recycled 
paper  as  often  as  possible.  When  you 
use  as  much  paper  as  we  do,  you  begin 
to  realize  the  importance  of  conserving 
usuable  material.” 

The  latest  service  offered  by  the  print 
shop  is  a “quick  copy  center.”  With  the 
acquisition  of  an  automated  off-set  press 
using  an  electrostatic  master,  an  order 
of  10-300  copies  can  be  completed 
while  the  customer  waits.  The  automatic 
counter  stops  the  printing,  the  machine 
cleans  itself  of  the  previous  and  it  is 
ready  to  another  run. 


According  to  Larry  Froio,  director, 
graphic  reproduction,  the  quick  copy 
center  is  much  more  economical  than 
xeroxing  and  regular  methods  for  short 
run  printing.  “With  standard  printing 
techniques  it  is  necessary  to  make  an 
ektalith  master  which  results  in  a cost 
of  28  cents  per  master.  Compare  this 
with  two  and  half  cents  per  sheet  for  the 
electrostatic  master.” 

With  the  presses  constantly  rolling, 
and  every  department  in  the  Medical 
Center  depending  on  its  services,  the 
graphic  reproduction  department  is  a 
crucial  link  in  the  communication  pro- 
cess. 


Angel  Moll,  print  shop,  runs  off  the  hospital 
patient  menu  forms.  Over  10,000  are  printed 
a week. 


Mary  Graham(right),  microfilm  operator,  and 
Gloria  Price  (left),  microfilm  supervisor,  are 
responsible  for  microfilming  all  medical  rec- 
ords and  pharmacy  drug  charges. 
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Network  Of  Hospitals; 
Profiles  Of  First  Four 


Christ  Community  Hospital 
4440  W.  95th  Street 
Oak  Lawn 
Beds:  615 

Medical  Staff:  Over  180 
Schools:  Nursing 

Medical  Technology 
Approved  Internship 
Residency:  Two  year  surgical 

Three  year  OB-GYN 
Four  year  pathology 
Plans:  Expand  to  850  by  1973 

Construct  a 200  bed  hospital 
with  a 500  bed  base  in 
Downers  Grove 
Study  feasibility  regarding 
construction  and  operation 
of  a hospital  in  Barrington 
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Community  Memorial  General  Hospital 

5101  Willow  Springs  Road 

LaGrange 

Beds:  276 

Medical  Staff:  175 

Facilities:  Intensive  Care  Unit 

Intensive  Cardiac  Unit 
X-ray  Therapy 
Radioisotope  Facility 
Electroencephalography 
Physical  Therapy 
Inhalation  Therapy 
Psychiatric  Emergency 
Services 
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Swedish  Covenant  Hospital 

5 145  N.  California 

Chicago 

Beds:  236 

Medical  Stall:  120 

Schools:  Medical  Technology 

Affiliated  with  North  Park 
College  for  clinical  training 
of  nurses 

Approved  Internship 
Residency:  Pathology 

Family  Practice 

Operates  Retirement  Home  for  Elderly 
in  Northbrook 


West  Suburban  Hospital 
518  N.  Austin  Blvd. 

Oak  Park 
Beds:  386 

Medical  Staff:  Over  150 
Approved  Internship 
Residency:  Radiology 
Pathology 
Family  Practice 
Orthopedies 
Schools:  Nursing 

Medical  Technology 
X-ray  Technology 
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PNA  Program 
Graduates  12 


Graduation  ceremonies  for  12  pedi- 
atric nurse  associates  was  held  January  5 
in  A.  B.  Dick  Auditorium.  Guest  speaker 
at  the  graduation  was  Dr.  Effie  Ellis, 
special  assistant,  health  services,  Amer- 
ican Medical  Association.  Dr.  Joseph 
Christian,  chairman,  pediatrics,  and  co- 
director, pediatric  nurse  associate  pro- 
gram, moderated  the  program,  and  Dr. 
Mark  H.  Lepper,  dean.  Rush  Medical 
College,  presented  the  certificates  to  the 
graduates.  A panel  discussion  of  “Set- 
tings in  Which  Pediatric  Nurse  Associ- 
ates Function”  included  Dr.  Joseph 
Brazie,  director,  neonatology  and  as- 
sociate professor  of  pediatrics;  Mrs. 
Arlynn  Manasse,  P.N.A.,  acting  direc- 
tor, Infant  Welfare  Society;  and  Dr. 
Earl  Clark,  private  practitioner,  Moline, 
Illinois. 

Initiated  in  January,  1971,  the  16- 
week  program  has  graduated  18  pedi- 
atric nurse  associates.  Resulting  from  an 
inservice  education  experience  devel- 


oped at  Mile  Square  Health  Center,  it 
was  the  first  PNA  program  in  Illinois  to 
prepare  R.N.’s  for  an  expanded  role  in 
the  care  of  ambulatory  pediatric  pa- 
tients. The  program  was  revised  in  ac- 
cordance with  guidelines  endorsed  by 
the  American  Academy  of  Pediatrics 
and  the  American  Nurses’  Association. 
It  is  sponsored  jointly  by  the  division  of 
nursing,  preventive  medicine  and  pedi- 
atrics departments  and  is  funded  by  the 
Illinois  Commission  on  Higher  Educa- 
tion. 

Functions  of  pediatric  nurse  associ- 
ates in  collaboration  with  pediatricians 
include:  history-taking;  routine  physical 
examinations  of  infants;  anticipatory 
guidance  in  accident  prevention,  growth 
and  development;  infant  nutrition;  im- 
munization procedures;  treatment  of 
minor  disorders  (within  guidelines  pre- 
scribed by  supervising  pediatricians); 
and  exit-interviews  with  parents  (while 
the  pediatrician  goes  on  to  treat  another 
patient,  the  nurse  associate  can  take 


over  the  last  one,  interpreting  the  phy- 
sicians’ orders,  handling  referrals,  and 
even  taking  the  opportunity  to  teach  an 
inexperienced  mother.  She  can  discuss 
problems  and  give  advice  and  guid- 
ance. ) 

Medical  Nurse  Associate 
Program  Begins  January  31 

Under  a grant  awarded  by  the  Health 
Education  Commission  of  the  Illinois 
Board  of  Higher  Education,  the  de- 
partment of  preventive  medieine  and  the 
division  of  nursing  have  launched  a pro- 
gram to  train  12  R.N.’s  as  Medical 
Nurse  Associates  in  the  management  of 
ambulatory,  chronically  ill  patients.  Dr. 
Babara  Noble  and  Linda  Clemmings, 
R.N.,  are  phsician  and  nurse  coordina- 
tor, respectively,  developing  the  curric- 
ulum under  joint  supervision  of  Dr. 
Joyce  C.  Lashof,  acting  chairman,  pre- 
ventive medicine,  and  Iris  R.  Shannon, 
R.N.,  assistant  chairman,  nursing. 


The  following  pediatric  nurse  associate  graduates  received  their  certificates  on  January  5:  (seated  left  to  right)  Mrs.  Sandra  Y.  Barnes,  Mile 
Square  Health  Center;  Miss  Karen  K.  Benson,  Mile  Square  Health  Center;  Miss  Maria  A.  Cruz,  Infant  Welfare  Society;  Miss  Rosalyn  L. 
Netzky,  Infant  Welfare  Society;  Miss  Diane  M.  Pastorello,  Dr.  Werner  F.  Cryns  (Oak  Brook);  (standing  left  to  right)  Mrs.  Arlene  R.  Moore, 
Rock  Island  Visiting  Nurse  Association;  Miss  Barbara  A.  Gill,  Drs.  Clark  and  Stockdale  (Moline);  Mrs.  Barbara  J.  Miller,  Rock  Island  Visit- 
ing Nurse  Association;  Dr.  Joseph  Christian,  chairman,  pediatrics,  and  co-director,  pediatric  nurse  associate  program;  Miss  Jane  Lucht,  City 
of  Milwaukee  Health  Department;  Mrs.  Sharon  Dreyer,  PNA  instructor;  Mrs.  Evelyn  Toch,  St.  Frances  Xavier  Cabrini  Hospital;  Mrs.  Iris 
Shannon,  assistant  chairman,  nursing,  and  co-director,  pediatric  nurse  associate  program;  Miss  Carol  D.  Young,  Union  Health  Service,  Inc.; 
Mrs.  Heidi  C.  Smits,  Dr.  M.  E.  Mulct  (Arlington  Heights). 
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THE  RULES  OF  THE  ESTAB- 
LISHMENT 

(From  an  unknown  1 9th  century  business 
establishment) 

Employees  working  here  shall  dust 
the  furniture,  clean  their  desks  and 
sweep  the  floor  daily. 

All  windows  shall  be  cleaned  once  a 
week. 

Each  employee  shall  bring  his  own 
bucket  of  water  and  scuttle  of  coal 
for  the  day’s  work. 

Working  hours  shall  be  7 a.m.  to  8 
p.m.  every  evening  but  the  Sabbath. 
On  the  Sabbath,  everyone  is  expected 
to  be  in  the  Lord’s  House. 

Employees  are  expected  to  trim  their 
own  pen  nibs  to  suit  themselves. 

It  is  expected  that  each  employee 
shall  participate  in  the  activities  of 
the  church  and  contribute  liberally 
to  the  Lord’s  work. 

All  employees  must  show  themselves 
worthy  of  their  hire. 

All  employees  are  expected  to  be  in 
bed  by  1 0 p.m.  Except : 

Each  male  employee  may  be  given 
one  evening  a week  for  courting  pur- 
poses and  two  evenings  a week  in  the 
Lord’s  House. 

After  an  employee  has  been  with  our 
firm  for  five  years,  he  shall  receive  an 
added  payment  of  5(1  per  day,  pro- 
viding the  firm  has  prospered  in  a 
manner  to  make  it  possible. 

It  is  the  bounden  duty  of  each  em- 
ployee to  put  away  at  least  10%  of 
his  wages  for  his  declining  years,  so 
that  he  will  not  become  a burden 
upon  the  charity  of  his  betters. 

Any  employee  who  is  shaven  in  pub- 
lic parlors,  frequents  pool  rooms  or 
uses  tobacco,  shall  be  brought  before 
management  to  give  reasons  why  he 
should  be  continued  in  employment. 


Over  two  hundred  representatives  of 
the  health  eare  industry  government  la- 
bor and  consumer  groups  from  the  six- 
state  Great  Lakes  region  and  Washing- 
ton, D.C.,  partieipated  in  a comprehen- 
sive Institute  on  Local  Health  Care 
Systems  December  6-10,  1971  at  the 
Pick-Congress  Hotel.  Rush-Presbyteri- 
an-St.  Luke’s  Medical  Center  was  one 
of  the  major  sponsors,  along  with  the 
Department  of  Health,  Education  & 
Welfare,  Region  V.  Mark  H.  Lepper, 
M.D.,  Dean,  Rush  Medical  College,  was 
Institute  Chairman;  Nathan  Kramer, 
Vice  President  for  Health  Care  Plan- 
ning, Rush -Presbyterian -St.  Luke’s 
Medical  Center,  and  Roger  J.  Meyer, 
M.D.,  Regional  Medical  Coordinator, 
Social  & Rehabilitative  Service,  DHEW, 
Region  V,  served  as  Program  Co-Chair- 
men. 

Discussion  of  the  problems  and  issues 
of  health  care  delivery  focused  on  health 
maintenance  organizations  (HMO)  in- 
cluding the  areas  of  HMO  planning, 
staffing,  funding,  legislation  and  legal 
requirements,  quality  control  and  evalu- 
ation. The  Institute  brought  together  a 
team  of  health  care  experts  comprised 
of  physicians,  health  and  hospital  ad- 
ministrative and  planning  personnel, 
representatives  of  government,  unions 
and  industry.  Included  in  the  list  of  over 
75  speakers  were  Solomon  Axelrod, 
M.D.,  Professor  of  Medical  Care, 
School  of  Public  Health,  University  of 
Michigan;  Walter  Bornemeier,  M.D., 
Immediate  Past  President,  American 
Medical  Association;  Scott  Fleming, 
Deputy  Assistant  Secretary  for  Policy 
Development,  Health  and  Scientific  Af- 
fairs, Department  of  Health,  Education 
and  Welfare;  Walter  McNerney,  Pres- 
ident, Blue  Cross  Association;  David 
Steinhardt,  M.D.,  Medical  Director, 
Mid-Southside  Health  Planning  Organ- 
ization; Donald  Simpson,  Regional 
Commissioner,  Social  and  Rehabilita- 
tive Services,  DHEW,  Region  II,  Ben 
R.  Lawton,  President,  Marshfield  Clinic, 
Marshfield,  Wisconsin. 

Dr.  James  Campbell,  Medical  Center 
president,  presented  a keynote  paper  on 
the  “Role  of  a Medical  School  in  a Ra- 
tional Health  Care  System”  at  the  Insti- 
tute’s luncheon  meeting.  Dr.  Campbell 
stated  that  Rush-Presbyterian-St. 
Luke’s  Medical  Center  and  its  affiliated 


network,  “reaffirms  a commitment  to 
patients  and  patient  care”  to  develop 
a rational  system  of  producing  health 
manpower.  He  added  that  this  approach 
“unifies  not  only  undergraduate  and 
graduate  medical  education  but  also 
other  health  professionals  in  both  quali- 
tative and  quantitative  balance,”  im- 
proving the  distribution  of  physicians 
and  increasing  the  number  of  primary 
care  physicians. 

Other  members  of  the  Medical  Center 
who  presented  papers  at  the  Institute 
include:  Mark  H.  Lepper,  M.D.,  Exec- 
utive Vice  President,  Professional  & 
Academic  Affairs  and  Dean,  Rush  Med- 
ical College;  Nathan  Kramer,  Vice  Pres- 
ident, Health  Care  Planning;  James  W. 
Dow,  M.D.,  Chairman,  Biomedical  En- 
gineering; Joyce  C.  Lashof,  M.D.,  Act- 
ing Chairman,  Preventive  Medicine; 
Charlotte  Levine,  M.D.,  Internist,  Mile 
Square  Health  Center;  Milton  Levine, 
M.D.,  Asst.  Medical  Director,  Com- 
munity Medicine  and  Medical  Director 
of  Anchor  Organization  for  Health 
Maintenance;  W.  Randolph  Tucker, 
M.D.,  Executive  Director,  Health  Ed- 
ueation  Commission,  Dr.  James  Schoen- 
berger.  Principal  Investigator,  Coronary 
Drug  Project  and  Hypertension  Study. 

In  summarizing  the  Institute,  Mr. 
Kramer  noted  that  the  obstacles  and 
complexities  in  establishing  HMO’s  are 
overwhelming.  The  obstacles  include 
legislation,  finances,  public  apathy,  con- 
flicts between  the  providers  of  service 
and  the  community,  as  well  as  shortages 
of  professional  and  managerial  person- 
nel. He  further  stated  that,  “Despite  the 
aforementioned  obstacles  and  problems, 
a major  expansion  of  HMO’s  is  antici- 
pated during  the  next  few  years.  Such 
expansion  will  occur  more  extensively 
and  at  a more  rapid  rate  through  the 
providers  of  health  services  as  compared 
with  the  consumer-sponsored  plans.” 
The  Proceedings  of  the  Institute  will  be 
published  this  Spring. 
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$20,000  Deposit 
In  Community  Bank 


The  Medical  Center  has  deposited 
$20,000  in  Highland  Community  Bank, 
7919  S.  Ashland. 

Gail  L.  Warden,  executive  vice-pres- 
ident, operations,  presented  the  check 
to  George  R.  Brokemond,  president  of 
the  bank.  “Making  this  deposit  repre- 
sents another  facet  of  our  involvement 
in  the  community  and  our  efforts  on 
behalf  of  black  enterprise,”  Mr.  Warden 
stated. 

In  cooperation  with  the  bank.  Medical 
Center  employes  will  be  able  to  make 
savings  and  checking  account  deposits 
through  a payroll  deduction  plan.  A 
loan  program  will  be  developed  and  a 
series  of  financial  education  sessions  will 
be  offered. 

James  V.  Morgan,  assistant  director, 
employe  relations,  at  the  Medical  Center 
and  coordinator  of  the  various  programs 
with  the  bank  commented,  “This  pro- 
gram will  benefit  our  employes  and  the 
community  served  by  the  Highland 
Community  Bank.” 


Gail  L.  Warden  (right),  executive  vice-president,  operations,  presented  $20,000  check  to 
George  R.  Brokemond  (center),  president.  Highland  Community  Bank,  7919  S.  Ashland.  At 
left  is  James  V.  Morgan,  assistant  director,  employe  relations,  and  coordinator  of  the  various 
programs  developed  with  the  bank. 


A Lithuanian  Christmas  display  was  assembled  for  the  Medical  Center  by  the  following  employes:  (left  to  right)  Mrs.  Felcjias  Jaunius, 
surgical  pathology;  Mrs.  Elena  Zujus,  clinical  hematology;  Mrs.  Stanislava  Didziulis,  surgical  pathology;  Mrs.  Valeria  Lescinskas,  special 
hematology;  and  Mrs.  Ona  Sulaitis  (not  pictured),  hematology . The  display  included  the  traditional  Lithuanian  dress,  amber  jewelry,  honey 
cake  in  the  shape  of  mushrooms,  and  an  original  painting  of  a winter  scene  by  A.  Varnas. 
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Pilgrimage  To  Japan 


Physical  Fitness  For 
Day  Schoolers 


In  1949  Dr.  David  Baldwin  was  Army 
Health  OlTiccr  for  the  Military  Govern- 
ment in  the  Nagasaki  Prefecture,  Japan. 
Defeated  in  World  War  II,  the  country 
experienced  disease  and  poor  health 
conditions.  Dr.  Baldwin  was  instru- 
mental in  establishing  a health  educa- 
tion program  for  tuberculosis  and  tra- 
choma as  well  as  conducting  mass  phy- 
sical examinations  and  x-rays  for  the 
prefecture’s  two  and  a half  million  in- 
habitants. Health  Councils,  composed 
of  medical  society  doctors,  leading 
citizens,  public  health  officials,  women‘s 


groups,  welfare  organizations,  youth 
groups  and  other  interested  parties, 
were  formed  in  the  cities  and  towns. 
Evening  lectures  in  health  education  for 
adults  were  conducted  in  the  bombed 
out  schools  of  the  Urakami  Valley,  at 
the  edge  of  Nagasaki,  the  site  of  the 
atomic  bomb. 

Twenty-two  years  later,  in  October 
1971,  Dr.  Baldwin,  with  his  wife,  re- 
turned to  Japan.  In  Nagasaki,  he  was 
greeted  at  the  train  by  all  his  friends 
and  colleagues  who  recalled  his  ambi- 
tious efforts  on  their  behalf  in  1949. 


Gymnastics  and  swimming  instruc- 
tions are  now  included  in  the  Laurance 
Armour  Day  School  program.  In  con- 
junction with  the  Duncan  YMCA,  chil- 
dren, three  through  five  years  of  age, 
learn  junior  Olympic  events,  trampoline, 
tumbling,  and  fitness  exercises,  as  well 
as  swimming. Many  parents  already  par- 
ticipate in  the  Y program  as  volunteers, 
and  all  are  encouraged  to  do  so.  The 
program  designed  for  the  Laurance 
Armour  Day  School  is  specifically  for 
young  children  living  in  buildings  with 
limited  areas  for  physical  activity. 


Welcoming  Dr.  David  Baldwin  to  Japan  and  holding  a party  in  his  honor  were  (left  to  right)  Miss  Takashiro,  Chief  Public  Health  Nurse. 
Nagasaki  Health  Department,  1949;  Mrs.  Katie  Kimura,  Office  Manager,  Military  Government  Team,  Public  Health  Section,  1949;  Dr. 
Imamura,  Vice-President,  Nagasaki  Medical  Society,  1949;  Mrs.  David  Baldwin;  Dr.  Michio  Fukuda,  Health  Commissioner,  Shimabara  City, 
1971;  Dr.  Baldwin;  Dr.  Tadashi  Kusano,  Health  Commissioner,  Nagasaki  City,  1949;  Miss  Tamano  Seki,  Chief  Nutritionist,  Nagasaki  State 
Government  Public  Health  Department,  1971;  Mr.  Noburu  Inoue,  Interpreter,  Nagasaki  Military  Government,  1949,  Director,  Shimabara 
Chamber  of  Commerce,  1971;  Dr.  Shigehisa  Ori,  Health  Commissioner,  Nagasaki  City,  1971;  Mrs.  Tuiki,  daughter  of  Mr.  Hamasaki.  Chief 
Interpreter,  Nagasaki  Military  Government  Public  Health  Section,  1949. 
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Professional 

Activities 


Dr.  Jami  S.  Shakibi  has  joined  the 
pediatric  cardiology  section.  He  has 
been  appointed  assistant  professor  of 
pediatrics.  Dr.  Shakibi  received  his 
training  at  the  University  of  Kansas. 

Dr.  Harry  Southwick,  chairman,  gen- 
eral surgery  and  professor  of  surgery, 
was  recently  elected  First  Vice-Pres- 
ident, Illinois  Division  of  the  American 
Cancer  Society  for  1971-72. 

Dr.  Frank  R.  Henrickson,  chairman, 
therapeutic  radiology,  and  attending 
physician,  recently  moderated  a pro- 
gram on  the  treatment  of  cervical  lymph 
node  metastases’  at  the  American  So- 
ciety of  Therapeutic  Radiologists  meet- 
ing in  Phoenix.  Dr.  Henrickson  also 
moderated  a panel  discussion  on  cancer 
management  at  the  Radiologic  Society 
of  North  America  meeting. 

Dr.  Clay  Jones,  director,  adolescent 
and  young  adult  medicine  and  assistant 


professor  of  pediatrics  spoke  to  the  In- 
fant Welfare  Society  on  December  3 on 
“Medical  Care  of  the  Adolescent.” 

Dr.  Harry  Elam,  medical  director. 
Mile  Square  Health  Center,  a member 
of  the  Action  for  Survival’s  Task  Force 
on  Correctional  Institutions  recently 
went  on  a fact-finding  visit  to  the  Illinois 
Industrial  School  for  Boys. 

F.  Daniel  Cantrell,  project  director. 
Mile  Square  Health  Center,  participated 
in  a two-part  program  on  WAIT  radio. 
The  programs  were  concerned  with  the 
health-care  crisis  in  Chicago’s  black  and 
Chicano  communities  and  what  local 
peoples  organizations  are  doing  to  solve 
it. 

Mrs.  Jacqueline  Dominis  and  James 
Woznicki  recently  passed  the  state 
Pharmacy  Board  exams  and  received 
their  Registered  Pharmacist  licenses. 

The  following  members  of  the  med- 


Dr. George  M.  Hass  (right),  chairman,  pathology,  watches  as  Mrs.  Rose  Boscia  (right)  opens 
gifts  at  her  recent  retirement  party.  Mrs.  Boscia,  an  employe  of  21  years,  began  working  in  the 
Blood  Bank  in  1950.  Six  years  later  she  transferred  to  the  pathology  department  and  became 
a tissue  culture  technician.  For  the  past  15  years  she  has  performed  assays  of  trophic  nature 
of  various  extracts  of  normal  tissue.  The  pathology  department  will  miss  her  dedicated  en- 
deavors on  behalf  of  research. 


ical  records  department  have  success- 
fully passed  their  registered  exams:  Miss 
Diane  Nelson,  assistant  director,  regis- 
tered record  administrator;  Miss  Susan 
Ziiska,  assistant  director,  registered  rec- 
ord administrator;  and  Miss  Lorna 
Allen,  supervisor,  cancer  registry,  ac- 
credited record  technician.  Miss  Allen 
has  been  elected  director,  Chicago  and 
Vicinity  Medical  Records  Association. 
Mrs.Seota  Thorne,  supervisor,  file  room 
area,  was  recently  elected  Treasurer  of 
the  Association. 

Dr.  William  S.  Dye,  director,  cardio- 
vascular surgery,  and  professor  of  sur- 
gery, recently  spoke  to  the  Graduate 
Nurses  Club  of  Downers  Grove.  Dr. 
Dye  spoke  on  arteriosclerosis  and  pre- 
sented slides  of  the  various  surgical 
grafting  procedures  which  are  utilized 
in  the  correction  of  this  disease. 

At  a recent  meeting  of  the  Chicago 
Society  of  Internal  Medicine  the  follow- 
ing were  elected  to  membership:  Dr. 
Fedor  Bachmann,  chief,  co-agulation 
laboratory,  and  associate  professor  of 
medicine;  Dr.  Stephanie  A.  Gregory, 
instructor  in  medicine  and  adjunct  phy- 
sician; Dr.  Nancy  J.  Gubisch,  assistant 
professor  of  medicine  and  assistant  at- 
tending physician. 

Dr.  Lowell  F.  Millburn,  assistant  pro- 
fessor of  therapeutic  radiology  and  as- 
sistant attending  physician,  participated 
in  the  Conference  on  Management  of 
Pediatric  Tumors  on  December  10-11 
in  Miami. 

Dr.  Yashbir  Mehta,  assistant  profes- 
sor of  therapeutic  radiology  and  assis- 
tant attending  physician,  recently  par- 
ticipated in  the  Conference  on  Manage- 
ment of  Pediatric  Neoplasms  in  Miami. 
Dr.  Mehta  also  attended  the  Radiation 
Therapy  Oncology  Group  Meeting  in 
Denver  on  December  16-17. 

Dr.  Karl  H.  Riechmann,  chief,  lab- 
oratory tropical  diseases  at  Stateville 
Penitentiary  in  Joliet,  and  associate  pro- 
fessor of  medicine,  was  an  advisor  to 
the  recent  World  Health  Organization 
meeting  held  in  Geneva  and  presented 
“Procedures  for  Screening  Potential  An- 
timalarial  Compounds.”  In  December, 
Dr.  Riechmann  presented  a paper  en- 
titled “Affects  of  Tetracycline  and 
Amodiaquine  against  Drug  Resistant 
Malaria.” 

Dr.  Robert  Carton,  associate  dean. 


Corridor  News 


and  Roy  White,  associate  administrator, 
medical  services  and  sciences,  recently 
attended  a meeting  at  the  University 
Club  to  discuss  the  role  of  the  general 
hospital  in  the  care  and  treatment  of  TB 
patients.  The  event  was  held  by  the 
Tuberculosis  Institute  of  Chicago  and 
Cook  County. 

Dr.  R.  Kennedy  Gilchrist,  professor 
of  surgery  and  attending  surgeon,  re- 
cently attended  a special  post-graduate 
conference  in  general  surgery  at  Yale 
School  of  Medicine  in  New  Haven.  He 
spoke  on  “A  Critical  Evaluation  of  Iso- 
lation Techniques  Radiation  Therapy 
Attempting  to  Inerease  Survival  Rate  in 
Carcinoma  of  the  Colon  and  Rectum.” 

Dr.  George  D.  Wilbanks,  chairman, 
obstetrics  and  gynecology,  and  attend- 
ing surgeon,  recently  presented  a paper 
to  the  New  England  OB-GYN  Society 
in  Boston  on  “Cervial  Carcinoma  in 
Situ  of  the  Cervix  in  the  Obstetric  Pa- 
tient.” Dr.  Wilbanks  also  presented 
“Early  Cervieal  Neoplasia,  Past,  Present 
& Future”  to  the  Memphis  & Shelby 
County  OB-GYN  Society  in  Memphis. 

Julian  T.  Archie,  director,  community 
obstetrics  & family  planning,  and  assis- 
tant attending  surgeon,  presented  “In 
Depth  Seminar  in  Family  Planning”  at 
the  Ameriean  College  of  Obstetricians 
and  Gynecologists  meeting.  Dr.  Archie 
also  discussed  the  techniques  of  lapar- 
oscopy at  the  American  College  of 
OB-GYN  Nursing  Association  in 
Aurora. 

Dr.  B.  D.  Reeves,  director,  gyne- 
cologic endocrinology,  and  associate 
attending  surgeon  presented  “Rh  Iso- 
immunization” to  the  American  College 
of  OB-GYN  Nursing  Association  in 
Aurora. 

Leonard  Weather,  entering  student. 
Rush  Medical  College,  reeently  ap- 
peared on  the  Channel  26  program 
“Blacks  View  of  the  News,”  and  dis- 
cussed drug  addiction.  Mr.  Weather, 
also  spoke  about  Drugs  and  Alcoholism 
as  a member  of  the  Council  for  Bio- 
Medical  Careers  — Academic  Science 
Planning  Committee. 

Bahara  Hillyer,  inservice  education 
instructor,  recently  participated  in  a 
one-day  workshop  on  “Tuberculosis 
Today”  at  the  Tuberculosis  Institute  of 
Chicago  and  Cook  County. 


David  Biichmueller,  associate  execu- 
tive director,  Presbyterian-St.  Luke’s 
Hospital,  and  Earlean  Lindsey,  Mile 
Square  Health  Center,  have  been  named 
treasurer  and  first  vice  ehairman,  re- 
spectively, of  the  West  Side  Health 
Planning  Organization  which  has  state 
and  federal  authority  for  health  plan- 
ning on  the  West  Side. 

Brian  Hancock,  entering  student. 
Rush  Medical  College,  recently  partici- 
pated in  a panel  diseussion  composed 
of  college  students  from  the  U.S.  and 
Australia  held  at  the  Rotary  Club  of 
Glenview.  They  discussed  student  at- 
titudes and  opinions  of  the  world  situa- 
tion. 

Jeffrey  Levett,  Ph.D.,  acting  head, 
health  system  dynamics,  presented,  in 
January,  a paper  entitled  “Dynamic 
Model  of  the  Vertebrate  Retina”  at  the 
Fifth  International  Conference  on  Sys- 
tem Sciences  held  in  Hawaii. 

Dr.  James  A . Schoenherger,  principal 
investigator  of  the  Coronary  Drug  Pro- 
ject, attended  a meeting  of  the  project’s 
National  Steering  Committee  in  Miami 
Beaeh,  Florida.  Dr.  Schoenberger,  who 
is  also  principal  investigator  of  the  Hy- 
pertension Study,  is  co-author  of  an 
editorial  on  the  eontrol  of  hypertension 
in  the  November  issue  of  the  Illinois 
Medical  Journal. 

Dr.  Milton  D.  Levine,  associate  pro- 
fessor of  medicine  and  attending  phy- 
sician, testified  before  the  U.S.  Senate’s 
Committee  on  Labor  and  Public  Wel- 
fare in  support  of  a bill  to  amend  exist- 
ing Black  Lung  legislation  by  making 
all  respiratory  diseases  contracted  by 
miners  compensable  under  its  provi- 
sions. 

Dr.  John  S.  Graettinger,  assoeiate 
dean,  student  and  faculty  affairs,  spoke 
January  1 9 at  the  “Kick-Off  of  the  1 972 
Heart  Fund  Campaign”  for  DuPage 
County. 

Ludwig  Kornel,  M.D.,  Ph.D.,  diree- 
tor,  steroid  unit,  and  professor  of  bio- 
chemistry and  medieine,  presented  a 
paper  entitled  “Evidenee  for  Altered 
Activities  of  Steroid  A4-Hydrogenase, 
6-Hydroxylase,  and  20-Reductase  En- 
zymes in  Essential  Heypertension; 
Cause  or  Effect?”,  at  the  V Interna- 
tional Study  Group  for  Steroidal  Hor- 
mones, held  in  Rome.  Italy,  Deeember 
6-9,  1971. 


The  steroid  unit  welcomes  Niranjan 
(Niru)  Patel,  M.S.,  laboratory  techni- 
cian. 

Jessie  Johnson,  LPN.  1 2 E,  visited  her 
mother  in  Atlanta,  Georgia  during  the 
New  Year  holiday. 

Mary  McGill,  I.PN  //,  9 E,  is  a very 
proud  mother.  Her  daughter,  Mrs. 
Graphenice  Woodso  was  awarded  a 
Masters  in  Education  of  Science  and 
her  son  Demarre  McGill  received  his 
B.S.  in  edueation. 

Food  service  welcomes  Mrs.  Charlene 
Walton,  food  service  clerk,  on  her  re- 
turn after  the  birth  of  her  son. 

Congratulations  to  Miss  Ruzica 
Marianovic,  researeh  assistant,  derma- 
tology, on  her  recent  engagement  to 
Robert  Wiesen.  They  are  to  be  married 
in  June. 

Ellen  Kennedy  Marqua,  blood  bank, 
honeymooned  in  Florida. 

Welcome  to  Nancy  Carlson,  medical 
technologist  in  the  blood  bank.  Miss 
Carlson  is  a recently  graduate  of  the 
Wesley  Medical  Technology  School. 

The  following  employes  of  the  blood 
bank  spent  the  Christmas  holidays 
away  from  Chicago;  Frank  Baharski 
visited  his  family  in  Detroit;  Lucy  Adler 
spent  Christmas  with  her  family  in 
Florida;  Susie  Magpuri  traveled  to 
Washington  and  New  York. 

New  arrivals  came  to  the  following 
employe’s  homes.  Girls  were  bom  to 
Mr.  and  Mrs.  T.  Williams,  x-ray  film 
vault  clerk;  Mr.  and  Mrs.  Gilbert  Ro- 
man, supervisor,  data  processing;  Mr. 
and  Mrs.  Howard  Hall,  unit  clerk,  6 
East;  Mr.  and  Mrs.  Reginold  Thomas, 
technician,  8 East;  Mr.  and  Mrs.  Renato 
Ga,  pharmacy  apprentice;  Mr.  and  Mrs. 
T.  Kovithavongs,  renal  and  nutrition 
and  hematology;  Mr.  and  Mrs.  Paul 
Frederick,  surgical  nursing;  Mr.  and 
Mrs.  Karl  Wilson,  unit  manager;  Dr.  and 
Mrs.  Tom  Miyata,  registered  dietician. 
Boys  were  born  to  Dr.  and  Mrs.  G.  L. 
Brouhard,  dental  intern;  Mr.  and  Mrs. 
Mitchell  F.  Johnson,  LPN,  9 East;  Dr. 
and  Mrs.  Ira  Piel,  resident;  Mr.  and 
Mrs.  Reginald  Sykes,  .Ass't.  to  \’ice- 
President.  Professional  and  .Academic 
.Affairs;  Mr.  and  Mrs.  Efren  Capul. 
pharmacy  secretan,';  Mr.  and  Mrs. 
Robert  J.  Turner,  research  assistant, 
pathology;  Mr.  and  Mrs.  John  M’illiams, 
housekeeping,'  Dr.  and  Mrs.  Earl  E. 
Grese,  biomedical  engineering. 
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Frischer  Named 
New  Lab  Chief 


Henri  Frischer,  M.D.,  Ph.D.,has  been 
appointed  Chief  of  the  Clinical  Hema- 
tology Laboratory. 

Dr.  Frischer  is  associate  professor  of 
medicine  at  Rush  Medical  College  and 
associate  attending  physician  at  Pres- 
byterian-St.  Luke’s  Hospital.  He  was 
formerly  assistant  professor  of  medicine 
at  the  University  of  Chicago. 

A native  of  Belgium,  Dr.  Frischer  re- 
ceived his  M.D.  degree  from  the  Univer- 
sity of  Santo  Domingo  and  his  Ph.D. 
from  the  University  of  Chicago.  He  was 
chief  resident  in  medicine  at  Michael 
Reese  Hospital  and  a Public  Health 
Service  Post  Doctoral  Trainee  in  Ge- 
netics and  a Special  Fellow  in  Medicine 
at  the  University  of  Chicago. 

The  author  of  many  researeh  papers. 
Dr.  Frischer  is  also  a member  of  Sigma 
Xi,  honor  scientific  research  society.  His 
professional  affiliations  include  the 
American  Society  of  Human  Genetics, 
American  Federation  for  Glinical  Re- 
search, New  York  Academy  of  Science, 
and  the  American  Association  for  the 
Advancement  of  Science. 


Charter  Flight 
Seats  Available 


Reservations  for  the  1972  Rush- 
Presbyterian-St.  Luke’s  charter  flight  to 
London  and  Zurich  are  still  being  taken. 
The  charter  fare  of  $198  per  person  is 
the  lowest  roundtrip  jet  fare  ever  of- 
fered. The  flight  will  leave  May  18, 1972 
and  return  June  8,  1972. 

The  charter  fare  is  based  upon  a full 
plane  of  140  passengers.  All  arrange- 
ments on  the  flight  will  be  first  class 
including  food,  drink,  and  complimen- 
tary flight  bag. 

An  optional  tour  to  Switzerland, 
France  and  Italy  is  also  being  offered. 

For  more  information  contact  the 
public  relations  office  at  942-5579. 


Chicago  Health  Care 
Scene  Seminar  Series 


The  department  of  preventive 
medicine  in  cooperation  with  the 
House  Staff  Association  is  presenting 
a series  of  Seminars  on  The  Chicago 
Health  Care  Scene.  The  following 
will  be  presented  in  A.  B.  Dick  Audi- 
torium on  Thursdays  at  noon : 

February  10,  1972 
ECONOMICS  OF  HEALTH 
CARE  PLANNING  or 
Who  pays  for  what  and  how? 

Mr.  Nathan  Kramer 

Vice  President,  Health  Care 

Planning 

Presbyterian-St.  Luke’s  Hospital 

February  17,  1972 
INCENTIVES  AND  RESULTS 
IN  THE  HEALTH  CARE 
SYSTEM  or 

The  effect  of  the  $ on  services. 
Quentin  Young,  M.D. 

Associate  Professor,  Department 
of  Preventive  Medicine  and 
Community  Health 
University  of  Illinois 
National  Chairman,  Medical 
Committee  for  Human  Rights 

February  24,  1972 
POST  GRADUATE  MEDICAL 
TRAINING  or 
Residencies  for  what? 


Mark  H.  Lepper,  M.D. 

Executive  Vice  President, 
Professional  and  Academic  Affairs 
and  Dean,  Rush  Medical  College 

March  2,  1972 

CHANGING  PROFESSIONAL 
ROLES  — Nurses,  Physician 
Assistants,  Technician  Specialists  or 
Who  will  do  what? 

Mr.  Donald  C.  Frey 

Executive  Director 

Health  Careers  Council  of  Illinois 

Mrs.  Iris  Shannon 

Director,  Community  Nursing 

Presbyterian-St.  Luke’s  Hospital 

Thursday 
March  9,  1972 

COMMUNITY  RESPONSES 
TO  THE  HEALTH  CARE 
SYSTEM  - The  Role  of 
Community  in  Health  Care  Planning 
and  Delivery  or 
Will  the  people  be  heard? 

PANEL  — To  be  determined 

March  16,  1972 
HEALTH  CARE -1980  or 
Where  are  we  going  to  be, 
a prediction. 

James  A.  Campbell,  M.D. 
President 

Rush-Presbyterian-St.  Luke’s 
Medical  Center 
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Psychiatric  Nursing: 
A Key  To  Reality 


Susan,  age  16,  was  rushed  to  the 
emergency  room  in  a comatose  condi- 
tion due  to  an  overdose  of  sleeping  pills. 
Barely  breathing,  she  was  placed  im- 
mediately on  a respirator,  her  stomach 
was  pumped  and  she  was  given  intra- 
venous fluids.  This  time  her  life  had 
been  saved.  The  days  she  spent  on  the 
medical  ward  were  the  easiest  part  of 
here  treatment.  Her  transfer  to  the  psy- 
chiatric floor,  a week  later,  signaled  the 
beginning  of  a grueling  road  to  under- 
standing her  true  problem. 

Susan  is  just  one  of  many  patients 
seen  on  the  Medical  Center’s  psychiatric 
floors.  One  fourth  of  the  patient  popu- 


lation is  under  1 8 years  of  age.  It  is  one 
of  the  largest  treatment  centers  in  the 
city  for  adolescents  in  a private  general 
hospital.  The  61 -bed  unit,  located  on  12 
and  13  East  Pavilion  consists  of  one 
open  and  one  closed  ward.  Instrumental 
in  the  function  of  this  unit  is  the  psychi- 
atric nurse.  She  may  also  work  in  the 
Children’s  Day  Hospital,  Adult  Day 
Hospital,  or  in  the  out-patient  mental 
health  facility  to  be  located  in  the  newly 
acquired  Foundling  Home,  1920  W. 
Polk. 

The  psychiatric  nurse  will  assist  in 
Susan’s  therapy  in  a number  of  ways. 
Working  individually  with  Susan,  gives 


the  nurse  an  opportunity  to  assess  the 
patient’s  problems  and  needs.  Together 
with  her  own  observations  and  the  psy- 
chiatrist’s evaluation,  she  can  devise  a 
plan  of  care.  With  her  co-workers  and 
aids,  the  psychiatric  nurse  will  attend 
team  conferences  to  constantly  re-evalu- 
ate  Susan’s  therapy  plan. 

Participating  in  “ward  meetings,” 
both  Susan  and  the  psychiatric  nurse 
meet  the  other  floor  occupants.  The  pa- 
tients can  discuss  any  problems  related 
to  their  stay  in  the  hospital  as  well  as 
their  relationships  with  others  on  the 
ward.  These  reactions  help  the  psy- 
chiatric nurse  in  assisting  Susan’s  ad- 
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Ward  meetings  provide  patients  and  staff  an  opportunity  to  discuss  various  problems  encountered  during  the  patients’  stay  in  the  hospital. 
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justmcnt  to  her  surroundings. 

Being  of  school  age,  Susan  will  take 
advantage  of  the  educational  programs 
available  on  the  ward.  There  arc  two 
full  time  Board  of  Education  teachers 
who  have  special  classrooms  on  1 2 East. 
Elementary  school  attendance  is  re- 
quired. High  school  is  not  mandatory 
unless  the  psychiatrist  so  specifies.  How- 
ever, most  of  the  high  schoolers  attend 
class. 

When  Susan  is  transferred  to  the  open 
ward,  she  will  participate  in  outside  ac- 
tivities such  as  trips  to  the  Y for  exercise 
and  swimming,  shopping  in  the  Loop, 
or  seeing  a movie.  A member  of  the 
psychiatric  nursing  staff  will  always  ac- 
company her. 

In  addition,  a portion  of  Susan’s  daily 
routine  will  be  devoted  to  occupational 
therapy.  In  cooperation  with  the  psy- 
chiatric nurse,  a plan  is  devised  for  each 
patient  in  arts  and  crafts,  sculpture,  sew- 
ing. music,  and  various  other  activities. 
In  addition,  a drama  therapist  on  the 
staff  conducts  poetry  readings  and  also 
stages  short  plays  with  the  patients  as 
actors  and  poets. 

With  the  appointment  of  Miss  Ellen 
Eisendrath  as  director  of  psychiatric 
nursing,  the  department  gained  a real 
go-getter.  Ellen  is  young,  enthusiastic, 
and  willingly  listens  to  all  suggestions.  A 
native  Chicagoan,  she  has  her  masters 
degree  and  a great  deal  of  experience 
gained  at  Montefiore  Hospital  in  New 
York.  She  has  overhauled  the  organiza- 
tional structure  of  her  staff  and  has  es- 
tablished a set  of  policies  and  proce- 
dures to  direct  the  unit.  In  addition,  a 
tailor-made  orientation  program  was 
established  for  all  nurses  coming  onto 
the  wards.  Based  on  experience  and 
education,  the  program  assures  that  be- 
fore starting,  they  are  exposed  to  a wide 
variety  of  situations  common  to  the  unit. 
Also,  weekly  in-service  sessions  have 
been  instituted. 

If  Susan  responds  to  treatment,  her 
chances  for  rehabilitation  are  good.  She 
will  require  long  term  follow-up  as  an 
out-patient  and  may  need  further  hos- 
pitalization. The  role  of  the  psychiatric 
nurse  has  provided  her  with  a constantly 
available  source  of  guidance  and  under- 
standing during  her  hospitalization,  one 
which  has  served  to  reinforce  her  self- 
confidence. 


Occupational  therapy  finds  an  arts  and  crafts  project  uniquely  suited  to  each  patient.  Mrs. 
Laurann  Cheifetz,  (right)  director,  OT,  watches  one  patient  working  on  a nail  design  while 
another  concentrates  o?i  drawing. 


Ellen  Eisendrath  (left),  director,  psychiatric  nursing,  talks  to  a patient  while  another  nurse 
listens.  Nurses  on  the  psychiatric  floors  do  not  wear  uniforms  to  provide  a more  relaxed 
atmosphere  for  the  patients. 
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Officer  Peter  Mosby  Is 
Employe  Of  The  Quarter 


Peter  Mosby,  supervisor  in  security, 
has  been  chosen  employe  of  the  quarter. 
Quiet  but  obviously  pleased  by  the 
award.  Officer  Mosby  refers  to  himself 
as  “just  an  all  around  nice  guy.” 

Starting  as  a security  officer  at  the 
Medical  Center  in  September,  1969,  he 
has  always  worked  the  night  shift,  1 1 
p.m.  to  7 a.m.  Although  he  is  now  a 
supervisor,  Mosby  still  patrols  the  same 
territory  that  he  did  as  a security  guard. 
This  includes  all  the  buildings  in  the 
Medical  Center  complex,  the  basements 
and  the  tunnels.  He  checks  all  exit  and 
entrance  alarms. 

“Inside  the  hospital  we  are  like  a 
small  family,  we  know  each  other.  That 
means  that  all  strangers  are  immediately 
identifiable.  Most  problems  during  the 
day  occur  when  employes  fall  to  report 
a stranger  immediately,”  Officer  Mosby 
commented. 

Regardless  of  the  weather,  he  is  also 
responsible  for  the  security  of  the  nine 
parking  lots  and  the  area  immediately 
outside  the  building.  “When  something 
happens  outside,  such  as  a car  accident, 
we  work  closely  with  the  Chicago  Police 
Department.”  continued  Officer  Mosby. 

In  addition,  he  receives  many  distress 
calls,  both  routine  and  bizarre.  These 
often  include  Kidston  and  McCormick 
House  residents  locking  themselves  out 
of  their  apartments  as  well  as  stolen 
property  reports.  “One  very  upset  stu- 
dent living  in  Schweppe-Sprague  called 
because  she  accidentally  threw  $30 
down  the  garbage  chute.  We  spent  sev- 
eral hours  going  through  that  debris  in 
the  basement  but  we  found  the  money,” 
Mosby  related. 

Officer  Mosby’s  file  is  filled  with 
letters  of  gratitude  and  commendation. 
In  August,  1970,  he  apprehended  the 
suspect  involved  in  a shooting  in  the 
Professional  building.  Gail  Warden, 
executive  vice-president,  operations, 
wrote  to  Mosby,  “Your  actions  are  a 
credit  not  only  to  you  as  an  individual 
but  to  the  hospital  security  department.” 

In  sending  the  recommendation  to 
the  employe  of  the  quarter  committee, 
Thomas  Kramer,  assistant  director,  se- 
curity, wrote,  “In  every  position,  he  has 
set  the  example,  offered  suggestions, 
given  needed  leadership  and  unity  to 
the  men  around  him,  demonstrating  his 
loyalty  to  the  hospital  and  a desire  for 
success.” 


In  his  private  life.  Officer  Mosby  and 
his  wife,  Illona,  have  four  children,  Vi- 
vian 12,  Anthony  IOC2,  Richard  8,  and 
Michael,  5.  Mrs.  Mosby,  an  LPN  on  8 
East,  is  returning  to  school  for  her  R.N. 
degree. 

Officer  Mosby  is  involved  in  com- 
munity affairs  and  is  dedicated  to  the 
local  youth.  Working  with  the  Third 
Police  District  area  youth  program,  he 
is  instructor  of  the  Junior  Drum  and 
Bugle  Corps.  He  is  also  assistant  basket- 
ball coach  for  boys  ages  12-17,  assistant 
manager  of  the  baseball  team  and  in- 
structor for  the  All  Girl  Precision  Color 


Guard  for  girls  ages  11-16.  Officer 
Mosby  recently  earned  the  Chicago  Po- 
lice Department  award  for  Outstanding 
Citizen  of  Merit. 

For  his  selection  as  employe  of  the 
quarter,  Peter  Mosby  received  $150. 
Receiving  $50  were  the  following  candi- 
dates: Elsie  Enix,  LPN,  Health  Center; 
Cynthia  Polk,  medication  technician, 
surgical  intensive  care;  Mrs.  X.  Jenkins, 
area  manager,  medical  unit  manage- 
ment; Patricia  Cassady,  surgery  admin- 
istration; Janet  Nardi,  out  patient  reg- 
istrar, patient  financial  services;  Nancy 
Ertel,  chief  technician,  immunology. 


Employe  of  the  Quarter,  Peter  Mosby,  is  alert  for  any  trouble  in  the  emergency  room  as  Mrs. 
R.  Hunter  gets  details  on  the  phone. 


registrar,  patient  financial  services;  Patricia  Cas.sady,  secretary,  surgery  administration;  Peter 
Mosby,  supervi.sor,  security,  Employe  of  the  Quarter;  Mrs.  X.  Jenkins,  area  manager,  medical 
unit  management;  (seated  left  to  right)  Cynthia  Polk,  medication  technician,  surgical  intensive 
care;  Elsie  Enix,  LPN;  Nancy  Ertel,  chief  technician,  immunology. 
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“lilooci  pressure  cuds  arc  essential  to 
a nurse's  job.  11'  they  arc  not  readily 
available  the  nurse  loses  valuable  pa- 
tient care  time  while  searching  for  them. 
We  always  had  a problem  with  pressure 
cuds.  It  seemed  like  such  a simple  solu- 
tion to  paint  them  diderent  colors,  each 
corresponding  to  a diderent  hospital 
ward  to  ensure  that  personnel  would  not 
walk  od  the  doors  with  a cud  of  a did- 
crent  color,”  said  Mrs.  Carolyn  Helf, 
R.N. 

Mrs.  Helf,  a supervisor  in  medical 


nursing  on  10  and  11  East  Pavilion, 
wrote  to  the  manufacturer  of  her  idea. 
When  they  refused,  she  submitted  her 
plan  to  the  suggestion  program  and  was 
awarded  $15. 

She  is  a graduate  of  the  Presbyterian 
Hospital  School  of  Nursing  and  has 
been  adiliated  with  the  Medical  Center 
for  15  years. 

Other  winners  in  the  suggestion  plan 
were:  $10  — Cathy  Dennison,  secre- 
tary, security;  C.  A.  Kennebrew,  R.N., 
medical  nursing,  3 Jones;  Dr.  Richard 


Mrs.  Carolyn  Helf,  R.N.,  uses  a blood  prc.ssiire  cuff  in  her  examination  of  a patient.  She  wants 
to  ensure  the  availability  of  cuffs  on  all  patient  floors. 


J.  Wolf,  house  stad;  Mrs.  Frances  New- 
bon,  nursing,  9 East;  Elizabeth  Barnes, 
nurse’s  aid,  pediatrics;  James  E.  Ed- 
ward, psychiatric  nursing;  R.  McBride, 
security  officer;  Dr.  Richard  Shephard, 
surgery.  Winning  $5  were  Linda  Mac- 
Lean,  R.N.,  4 Pavilion;  Francis  Skeets, 
transport;  John  Rubens,  elevator  opera- 
tor; Ronald  R.  Irwin,  MEDAC;  Stanley 
Propst,  x-ray;  Doris  Thompson,  patient 
care  education;  Evonne  Hauck,  secre- 
tary, psychiatry;  Athena  Squier,  pa- 
tients’ library;  Lois  Hamilton,  medical 
records;  Mrs.  L.  Hunter,  R.N.,  2 South- 
center;  Patricia  Reisinger,  R.N.,  3 East, 
Deborah  Lewis,  inhalation  therapy;  and 
Orlee  Zabloudil,  physical  plant. 

Suggestions  included  safety  glasses 
for  medication  technicians,  combining 
diderent  secretarial  forms  to  avoid  dup- 
lication and  overlapping,  and  improve- 
ments in  patient  care  such  as  having 
slots  for  patients’  medical  orders  direct- 
ly over  the  beds. 

The  suggestion  plan,  sponsored  by 
the  human  resources  department,  pro- 
vides Medical  Center  employes  with  the 
opportunity  to  express  their  ideas  for 
improved  patient  care,  cost  saving  pro- 
cedures, or  increased  efficiency.  This 
may  include  simplifying  or  eliminating 
an  unnecessary  task,  conserving  materi- 
als, eliminating  a potential  safety  haz- 
ard, or  reducing  pollution. 

All  employes  are  encouraged  to  sub- 
mit their  suggestions.  Forms  are  avail- 
able in  suggestion  boxes  found  through- 
out the  hospital  or  in  the  human 
resources  department  located  on  2 
Schweppe-Sprague  Hall. 

All  suggestions  are  investigated  by 
the  suggestion  committee  and  then  for- 
warded to  the  department  involved  for 
study.  The  committee  again  reviews  the 
idea  and  the  department’s  comments 
before  a decision  is  made.  Employes 
may  win  up  to  $1000  in  awards. 

In  cases  where  specific  benefits  are 
tangible  and  easily  measured,  the  em- 
ploye will  receive  a percentage  of  the 
first  year’s  savings.  In  cases  where  the 
benefits  are  intangible  and  not  easily 
measured  the  value  will  be  determined 
by  the  suggestion  committee. 

For  more  information,  please  contact 
Jerry  Olson,  e.xtension  5918,  the  ques- 
tion line  answering  ser\ice,  extension 
5999  or  your  department  super\isor. 
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LADS  Offers  Free  Day 
Care  For  40  Children 


Medical  Center  employes  living  in  the 
Lawndale  Model  Cities  area  will  receive 
free  day  care  for  their  pre-school  chil- 
dren. 

The  Medical  Center  signed  a contract 
with  the  Model  Cities  Program  to  pro- 
vide full  day  care  services  for  40  chil- 
dren, ages  3 to  5 years,  of  employes  liv- 
ing within  the  boundaries  of  Congress 
Parkway,  Independence  Boulevard, 
Cermak  Road  (22nd  Street),  and  Rock- 
well Street. 

The  pre-school  program  at  the  Medi- 
cal Center's  Laurance  Armour  Day 
School,  630  S.  Ashland,  is  offered  Mon- 
day through  Friday  from  6:45  a.m.  to 
5:30  p.m.  This  includes  classroom  di- 
rected creative  activity  (painting,  clay, 
music,  drawing),  classroom  and  free 
play  activity  (puzzles,  toys,  bicycling), 
and  morning  and  afternoon  snacks,  to- 
gether with  a hot  lunch  at  noon. 

This  service  is  being  offered  at  es- 
sentially no  cost  to  the  individual  em- 
ploye. Since  the  program  is  limited  to  40 
children,  acceptance  will  be  determined 
by  employe  seniority  and  greatest  need. 


Jane  Grady,  director,  Laurance  Armour  Day  School,  surveys  a pair  of  charcoal  stained  hands 
belonging  to  an  enthusiastic  scribbler. 


Children  at  Laurance  Armour  Day  School,  630  S.  Ashland  Avenue,  are  confronted  with  various  art  projects  every  morning. 
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Thrombosis  Center  Team  Center  Names  New 

Awarded  Cochems  Prize  Department  Heads 


A Medical  Center  research  team  has 
won  the  Jane  Nugent  Cochems  Prize  for 
the  best  paper  in  the  field  of  “Thrombo- 
phlebitis and  Basic  Vascular  Problems.” 
A prize  of  $2,500  was  awarded  to 
these  members  of  the  Thrombosis  Re- 
search Center,  department  of  biochem- 
istry: Francois  M.  Booysc,  Ph.D.,  direc- 
tor, Thrombosis  Research  Center,  and 
assistant  professor  of  biochemistry;  Max 
E.  Rafelson,  Jr.,  Ph.D.,  associate  dean, 
biological  and  behavioral  sciences  and 


services,  and  professor  of  biochemistry; 
Donna  Kisiclcski,  B.S.,  and  Thomas  P. 
Hoveke,  B.A.,  research  technicians. 

The  paper  submitted  was  entitled 
“New  Concepts  on  the  Mechanism  and 
Regulation  of  Platelet  Interaction  and 
Adhesion.”  This  work  was  supported  in 
part  by  grants  from  the  National  Insti- 
tutes of  Health,  the  Chicago  and  Illinois 
Heart  Associations,  the  Illinois  Federa- 
tion of  Women’s  Clubs  and  the  Clow 
Foundation. 


David  /.  Cheifetz,  Ph.D.,  has  been 
named  chairman  of  the  department  of 
psychology  and  sciences  of  society.  He 
is  associate  professor  of  psychology  at 
Rush  Medical  College  and  senior  scien- 
tist on  the  medical  staff  of  Presbyterian- 
St.  Luke’s  Hospital. 

Dr.  Cheifetz  joined  the  hospital  in 
1955  as  attending  staff  psychologist  and 
in  1 959  was  appointed  chief  of  the  sec- 
tion of  psychology  in  the  department  of 
psychiatry.  The  department  of  psychol- 


Wimicrs  of  the  Cochems  Prize  were  these  members  of  the  Thrombosis  Research  Center,  de- 
partment of  biochemistry:  (.standing  left  to  right)  Dr.  Francois  M.  Booyse,  Dr.  Max  E.  Rafel- 
son, (seated  left  to  right)  Donna  Kisieleski,  and  Thomas  P.  Hoveke. 


David  I.  Cheifetz,  Ph.D. 

ogy  and  sciences  of  society  was  newly 
formed  with  the  reactivation  of  Rush 
Medical  College.  It  includes  members  of 
the  various  social  sciences,  in  addition 
to  psychologists.  All  its  members  are 
concerned  with  medical  education  at 
Rush,  with  clinical  members  holding 
staff  appointments  at  Presbyterian-St. 
Luke’s  Hospital  as  well. 

Dr.  Cheifetz  has  been  a research  as- 
sociate in  psychology  at  the  University 
of  Chicago  School  of  Medicine  and  as- 
sociate professor  of  psychology  in  psy- 
chiatry at  the  University  of  Illinois  Col- 
lege of  Medicine.  He  has  been  lecturer 
in  psychology  at  Roosevelt  University, 
University  of  Illinois  College  of  Nursing 
and  at  the  School  of  Social  Work. 

He  received  his  M.A.  and  Ph.D.  de- 
grees from  the  University  of  Chicago 
and  is  a member  of  Phi  Beta  Kappa  and 
Sigma  Xi,  honorary  scientific  research 
society.  He  is  a registered  psychologist 
in  the  state  of  Illinois  and  a diplomate 
in  clinical  psychology.  American  Board 
of  Professional  Psychology’.  His  profes- 
sional activities  and  affiliations  include 
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membership  on  the  Regional  Advisory 
Board  of  the  American  Board  of  Pro- 
fessional Psychology,  the  American  Psy- 
chological Association,  the  Illinois  Psy- 
chological Association  and  the  Interna- 
tional Neuropsychology  Society. 

Dr.  Cheifetz  and  is  wife,  Laurann, 
have  three  children  and  live  at  1611 
Ridge  Avenue,  Evanston. 

Jorge  Golante,  M.D.,  D.M.Sc.,  has 
been  named  chairman  of  the  department 
of  orthopedic  surgery.  He  is  professor  of 
orthopedics  at  Rush  Medical  College 
and  attending  surgeon  at  Presbyterian- 
St.  Luke’s  Hospital. 

Dr.  Galante  was  formerly  associate 
professor  of  orthopedic  surgery  at  the 
University  of  Illinois  College  of  Medi- 
cine and  has  also  been  associate  profes- 
sor of  experimental  orthopedics  at  the 
University  of  Gothenburg,  Sweden. 

Educated  in  Buenos  Aires,  Argen- 
tina, Dr.  Galante  received  his  M.D.  de- 
gree from  the  University  of  Buenos 
Aires  and  was  awarded  the  Gold  Metal 
for  highest  scholastic  standing.  He  re- 
ceived his  D.M.Sc.  from  the  University 
of  Gothenburg  in  1967. 

He  is  a member  of  the  Orthopaedic 
Research  Society,  Scoliosis  Research 
Society,  American  Medical  Association, 
Sigma  Xi,  and  a Eellow  of  the  American 
Academy  of  Orthopaedic  Surgery. 

The  author  of  many  research  papers, 
Dr.  Galante  received  the  Kappa  Delta 
Award  in  1970  for  Outstanding  Re- 
search in  Orthopaedic  Surgery.  His  re- 
search interests  include  internal  joint 
prosthesis,  interrelations  between  im- 
plants and  tissues,  biomaterials  and  their 
mechanical  properties  and  scoliosis  and 
spine  mechanics.  He  is  the  principal  in- 
vestigator and  project  director  of  a pub- 
lic health  grant  for  “Total  Prosthetic 
Replacement  of  the  Human  Hip  Joint” 
and  of  a SRS  grant  for  “A  Study  of 
Spinal  Orthotics  in  Idiopathic  Scolio- 
sis.” 

Dr.  Galante  and  his  wife,  Sofjia,  have 
one  child  and  live  at  1467  E.  Park  Place 
in  Chicago. 

Joyce  C.  Lashof,  M.D.,  has  been 
named  chairman  of  the  department  of 
preventive  medicine.  Dr.  Lashof  was 
formerly  director  of  the  section  of  com- 
munity medicine. 

She  is  professor  of  preventive  medi- 
cine at  Rush  Medical  College  and  at- 


tending physician  at  Presbyterian-St. 
Luke’s  Hospital. 

Dr.  Lashof  received  her  A.B.  degree 
from  Duke  University  (Phi  Beta  Kap- 
pa) and  her  M.D.  from  Woman’s  Medi- 
cal College  of  Pennsylvania. 


Joyce  C.  Lashof,  M.D. 


Her  professional  experience  has  in- 
cluded fellow,  National  Foundation  for 
Infantile  Paralysis,  Yale  University; 
special  fellowship,  U.S.  Public  Health 
Service,  National  Institute  of  General 
Medical  Sciences,  Department  of  Social 
Medicine,  University  of  Oxford,  Eng- 
land; assistant  professor  of  medicine. 
University  of  Chicago;  and  professor  of 
preventive  medicine  and  community 
health.  University  of  Illinois. 

Dr.  Lashof  is  co-author  of  the  Lep- 
per-Lashof  report  written  for  the  Chi- 
cago Board  of  Health  in  1965  on  the 
delivery  of  health  care  to  urban  de- 
pressed areas.  In  cooperation  with  the 
Mile  Square  community.  Dr.  Lashof 
developed  the  community  health  center 
program  as  an  OEO  model  center.  She 
served  as  project  director  for  the  Mile 
Square  Neighborhood  Health  Center 
from  1967-1971. 

With  the  reactivation  of  Rush  Medi- 
cal College,  the  section  of  community 
medicine  was  expanded  into  a depart- 
ment of  preventive  medicine.  It  has 
added  the  subspecialties  of  care  deliv- 
ery, preventive  practices,  ecology  and 
epidemiology,  and  environmental,  occu- 
pational and  school  health. 

Dr.  Lashof  is  a Fellow  of  the  Ameri- 
can College  of  Physicians,  the  American 
Public  Health  Association  and  the 


American  College  of  Preventive  Medi- 
cine. She  is  chairman  of  the  Committee 
on  Ancillary  Personnel  of  the  Associa- 
tion of  Teachers  of  Preventive  Medicine 
and  a member  of  the  Committee  on 
Community  Service  of  the  American 
College  of  Physicians. 

Dr.  Lashof  and  her  husband,  Rich- 
ard, have  three  children  and  live  at 
4812  S.  Greenwood  Avenue,  Chicago. 

Harris  Bank  Sponsors 
1972  Fashion  Show 


The  Woman’s  Board  has  announced 
that  the  Harris  Trust  and  Savings  Bank 
will  sponsor  the  1972  Presbyterian-St. 
Luke’s  Fashion  Show  by  making  a gen- 
erous contribution  to  the  Woman’s 
Board  Endowed  Chair  of  Pediatrics. 

Mrs.  Henry  Cochrane  Woods  gave  a 
party  in  honor  of  the  directors  and  of- 
ficers of  the  Harris  Bank  on  Tuesday, 
January  18,  at  the  Casino  Club.  Present 
were  Mr.  William  F.  Murray,  Chairman 
of  the  bank;  Mr.  Stanley  G.  Harris,  Jr., 
Vice  Chairman;  Mr.  Chalkley  J.  Ham- 
bleton.  President;  Mr.  Theodore  H. 
Roberts,  Executive  Vice  President  and 
Secretary;  Mr.  William  N.  Flory  and 
Mr.  Ralph  F.  Huck,  members  of  the 
Board  of  Directors.  Mr.  Harris  and  Mr. 
Robert  Gunness,  a member  of  the 
Board  of  Directors,  are  also  members  of 
the  Board  of  Trustees  of  the  Medical 
Center.  Mr.  Edward  F.  Blettner,  Chair- 
man of  the  Medical  Center’s  Executive 
Board,  Mrs  F.  Richard  Meyer,  III,  Pres- 
ident of  the  Woman’s  Board,  and  other 
officers  of  the  Board  of  Trustees  and 
Woman’s  Board,  the  Fashion  Show 
Chairmen,  husbands  and  wives  and 
members  of  the  press  were  also  guests. 

Mrs.  Gardner  H.  Stem,  chairman  of 
this  year’s  show,  announced  the  theme 
for  the  46th  annual  show  —“Vote  for 
Fashion.”  The  Presbyterian-St.  Luke’s 
Fashion  Show  will  be  held  on  Wednes- 
day, September  27  at  the  Medinah 
Temple. 


In  Memoriam 


A memorial  service  was  held  Febru- 
ary 15  in  the  hospital  chapel  for  Edwin 
M.  Miller,  M.D.  who  died  February  4 
at  the  age  of  83.  Dr.  Miller  was  Profes- 
sor Emeritus  at  Rush  Medical  College 
and  Surgeon  Emeritus  at  Presbyterian- 
St.  Luke’s  Hospital  in  Chicago.  At  the 


Edwin  M.  Miller,  M.D. 


time  of  his  death,  Dr.  Miller  was  Chair- 
man of  the  Rush  Medical  College  Anti- 
quities Committee  and  was  preparing 
material  for  a historical  museum  of 
Chicago  medicine. 

He  received  his  B.A.  degree  from  the 
University  of  Illinois  in  1910,  and  his 
M.D.  degree  from  Rush  Medical  Col- 
lege in  1913.  He  studied  pathology  in 
Berlin  and  Vienna  and  anatomy  at  the 
University  of  Prague,  Czechoslovakia. 
In  1 9 1 5,  he  was  appointed  to  the  faculty 
of  Rush  Medical  College  in  the  Depart- 
ment of  Surgery.  Following  the  tempo- 
rary closing  of  the  school,  in  1942,  he 
was  appointed  Professor  of  Surgery  at 
the  University  of  Illinois  College  of 
Medicine. 

Dr.  Miller  had  been  a member  of  the 
Presbyterian  Hospital  staff  since  1915. 
He  served  as  Chairman  of  the  Depart- 
ment of  Surgery  from  1949  to  1954  and 
Vice  President  of  the  Medical  Staff  from 
1947  to  1953.  As  an  intern  at  Presby- 
terian Hospital  in  1913  he  took  part  in 
early  experimental  work  with  the  elec- 
troeardiograph  maehine. 

He  was  a member  of  the  American 
Medical  Association,  the  Chicago  Med- 
ical Society,  the  Chicago  Surgical  So- 
ciety, the  American  Surgical  Associa- 
tion, the  Institute  of  Medicine  of  Chica- 
go, the  American  Board  of  Surgery,  and 


the  International  Surgical  Society.  He 
authored  66  scientific  papers.  Dr.  Miller 
also  served  on  the  staffs  of  the  Cook 
County  Hospital  (1920-47);  and  Chil- 
dren’s Memorial  Hospital  ( 1919-28). 

Dr.  Miller  served  in  both  World  Wars 
I and  II.  He  served  as  a Captain  in  the 
Medical  Corps  at  Base  Hospital  #13  in 
Limoges,  France  (1917-19);  and  as  a 
Lt.  Colonel  in  the  Medical  Corps  and 
Chief  of  the  Surgical  Staff  at  General 
Hospital  #13  in  New  Guinea  (1943- 
45). 

Dr.  Miller,  whose  family  settled  on 
the  James  River  (Virginia)  in  the  early 
1 600’s,  was  bom  in  Ida  Grove,  Iowa  on 
June  10,  1888.  He  was  the  son  of  J.  D. 
Miller  and  Mary  Jacobs.  He  has  resided 
on  Chicago’s  North  Side  since  1910 
and  was  a Senior  Warden  at  the  Epis- 
copal Church  of  Our  Saviour  for  many 
years.  He  is  survived  by  his  wife, 
Blanche;  two  sons,  Edwin  M.  and  Dr. 
Dean  D.  Miller  of  Milwaukee;  two 
daughters,  Mrs.  Mary  Guthrie  Miller 
Naquin  of  Baltimore,  Maryland,  and 
Mrs.  Nancy  Cameron  Miller  Wynn  of 
Wayland,  Massachusetts;  and  17  grand- 
children. 

Employes  To  Stage 
Fashion  Show 


Medical  Center  employes  will  stage  a 
Winter-Spring  Fashion  Show  on  March 
23  in  A.  B.  Dick  Auditorium  at  12  noon 
and  4 P.M.  Modeling  will  be  employes 
from  throughout  the  Medical  Center  in 
fashions  for  Day  Wear,  Sportswear  and 
Swimwear,  After  5 and  Cocktail.  Mrs. 
Gloria  Quarles,  chairman  of  the  em- 
ploye fashion  show  committee  stated, 
“We  hope  all  Medical  Center  employes 
come  to  see  the  latest  fashions.  This  fa- 
shion show  is  a first  effort  of  our  em- 
ployes and  we  are  sure  it  will  be  a great 
success.’’ 
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Professional 

Activities 


Dr.  George  D.  Wilbanks,  chairman, 
obstetrics  and  gynecology,  and  attend- 
ing surgeon,  recently  presented  “Cervi- 
cal Carcinoma’’  at  the  University  of 
Tennessee  Memorial  Research  Center 
Lecture  Series  in  Maryville,  Tenn.  Dr. 
Wilbanks  also  presented  a paper  titled 
“Granulosa  Cell  Tumors”  to  the  So- 
ciety of  Gynecologists/Oncologists  in 
Miami  on  January  1 1 . 

Dr.  Ludwig  Kernel,  director,  steroid 
unit,  and  professor  of  medicine  and  bio- 
chemistry, attended  the  Second  Hahne- 
mann Symposium  on  Hypertension  held 
in  Philadelphia. 

Dr.  Theodore  Schwartz,  chairman, 
medicine,  and  director,  endocrinology 
and  metabolism,  was  a guest  speaker  at 
the  Aspen  Diabetes  Institute  in  Aspen 
Colorado,  February  14-17.  He  discuss- 
ed “Non-Ketotic  Hyperosmolar  Coma 
— Review  and  New  Concepts,”  “Role 
of  Glucagon  in  Diabetes  Mellitus,”  and 
“Abnormalities  of  Glucose  Tolerance 
and  Other  Endocrine  Disorders.”  Dr. 
Schwartz  has  been  invited  to  conduet 
“Meet  the  Professor”  session  in  endo- 
crinology and  metabolism  at  the  53rd 
Annual  Session  of  the  American  College 
of  Physicians  in  Atlantic  City.  His  ses- 
sion is  scheduled  for  April  19  and  20. 

Dr.  Michael  Ramsey,  medical  resi- 
dent, addressed  the  Upjohn  Company’s 
sales  representatives  at  their  meeting  in 
Arlington  Park  Towers  on  January  24. 
He  discussed  “The  Young  Internist’s 
Concept  of  Diabetes.” 

Dr.  Bruce  L.  Douglas,  director,  den- 
tal and  oral  surgery,  recently  debated 
the  merits  and  demerits  of  the  health 
care  delivery  system  before  the  Metro- 
politan Denver  Dental  Society. 

Dr.  Joseph  Christian,  chairman,  pedi- 
atrics, and  professor  of  pediatrics,  spoke 
on  “The  Role  of  the  Physician  as  a 
Member  of  the  Hospital  Governing 
Board”  at  the  Annual  Meeting  of  the 
Medical  Staff  of  St.  Joseph’s  Hospital 
and  Medicine  Center  in  Phoenix,  Ari- 
zona. 

Dr.  Julian  T.  Archie,  director,  com- 
munity obstetrics  and  family  planning, 
and  assistant  professor  of  obstetrics  and 
gynecology,  attended  an  American  Fer- 
tility Society  meeting  in  New  York  City, 
February  26-March  2. 

Dr.  Harry  Southwick,  chairman,  gen- 
eral surgery,  and  professor  of  surgery. 
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presented  “Tumors  of  the  Salivary 
Gland”  at  Christ  Community  Hospital 
on  January  22. 

Dr.  Frederic  de  Peyster,  professor 
of  surgery  and  attending  surgeon,  pre- 
sented a paper  at  the  Rocky  Mountain 
Traumatalogical  Society  in  Aspen. 

Dr.  Claude  N.  Lambert,  professor  of 
orthopedic  surgery  and  attending  sur- 
geon, will  participate  in  the  postgradu- 
ate course  on  “New  Approaches  to 
Prosthetic  Management,”  offered  by  the 
Rehabilitation  Institute  of  Chicago  and 
Northwestern-McGaw  University  Medi- 
cal School  on  April  10,  11. 

Dr.  Richard  G.  Caldwell,  assistant 
professor  of  surgery  and  assistant  at- 
tending surgeon,  recently  represented 
the  Metropolitan  Chapter  of  the  Ameri- 
can College  of  Surgeons  at  the  “Young 
Surgeons”  meeting  held  in  New  Orleans. 
The  topic  of  the  conference  was  “New 
Ideas  in  Surgery.” 


Dr.  John  W.  Curtin,  chairman,  plastic 
and  reconstructive  surgery,  and  profes- 
sor of  surgery,  recently  became  Chair- 
man of  the  Medical  Advisory  Commit- 
tee of  the  Metropolitan  Chicago  Chapter 
of  the  National  Foundation  — March  of 
Dimes.  Dr.  Curtin  also  participated  in 
the  XI  Western  Mexican  Medical  As- 
sembly symposium  on  cleft  palate.  Pa- 
pers presented  were  “The  Stapling  Pro- 
cedure for  Bilateral  Cleft  Lip  and  Pal- 
ate Deformity,”  “Pharyngeal  Flap  Sur- 
gery as  a Primary  and  Secondary  Pro- 
cedure,” and  “^^at’s  New  in  Cleft 
Palate  Surgery?”  He  participated  in 
panel  on  the  “Effects  of  the  Push  Back 
Procedure  in  Cleft  Lip  Repair,”  and 
presented  the  film,  “Surgical  Technique 
of  the  Pharyngeal  Flap  Procedure.” 

Dr.  Willard  Wood,  professor' of  medi- 
cine and  consulting  physician,  was 
awarded  the  Distinguished  Alumni 
Service  Award  from  Indiana  State  Uni- 


versity where  he  received  his  B.A. 

Dr.  Hassan  Najafi,  professor  of  car- 
diovascular surgery,  and  attending  sur- 
geon, recently  attended  the  meeting  of 
the  Mexican  Chapter  of  the  American 
College  of  Surgeons  in  Mexico  City.  He 
spoke  on  “Surgical  Treatment  of  Coron- 
ary Heart  Disease.”  Dr.  Najafi  also 
spoke  to  the  Society  of  Thoracic  Sur- 
geons on  “Aortic  Dissection”  in  San 
Francisco.  He  has  been  elected  Chair- 
man of  the  Cardiovascular  Surgical 
Committee  of  Chicago  and  Illinois 
Heart  Association. 

Dr.  Joyce  C.  Lashof,  chairman,  pre- 
ventive medicine,  and  professor  of  med- 
icine, will  represent  the  American  Col- 
lege of  Physicians  on  the  Joint  Review 
Committee  established  by  the  American 
Medical  Association’s  Council  on  Medi- 
cal Education  to  develop  certification  of 
training  programs  for  assistants  to  pri- 
mary care  physicians. 


First  Rush  Visiting  Professor  was  Dr.  H.  L.  P.  Resnik,  Chief,  National  Center  for  Studies  of  Suicide  Prevention,  National  Institute  of  Mental 
Health.  Sponsored  by  the  department  of  psychiatry , Dr.  Resnik  presented  lectures  on  February  2 and  3.  He  discussed,  “The  SEE  Experience 
(Self  Exposure  Experience)  with  Suicide  Attemptors  and  their  Eamilies  in  Emergency  Rooms,”  “An  Overview  of  Suicide  Prevention,”  and 
“Risk-Taking  and  Self  Destruction  by  Individual  Option  of  Cigarette  Smoking.”  Dr.  Resnik  also  spoke  to  Rush  students  and  toured  the  newly 
acquired  Eoundling  Home  which  will  be  used  as  an  out  patient  mental  health  facility. 


Dr.  Floyd  Davis,  assistant  professor 
of  neurology  and  associate  attending 
physician,  was  guest  speaker  March  1, 
at  the  19th  Annual  Meeting  of  the  Chi- 
cago Chapter,  National  Multiple  Sclero- 
sis Society.  Dr.  Davis  spoke  on  “25 
Years  — MS  Research,  an  Overview.” 

Dr.  Virendra  Saxena,  associate  pro- 
fessor of  therapeutic  radiology,  and  at- 
tending physician,  appeared  on  Channel 
44  on  The  Big  Story  on  January  27.  The 
subject  was  “Cancer  — Fiction  and 
Facts.” 

Dr.  Robert  E.  Drom,  instructor  in 
psychiatry  and  adjunct  physician,  pass- 
ed his  American  Board  of  Psychiatry 
and  Neurology  exams  in  Psychiatry, 
held  on  January  23,  24,  in  New  Orleans. 

Roosevelt  Martin,  Jr.,  administrative 
assistant,  purchasing  department,  re- 
ceived his  B.S.B.A.  degree  in  Industrial 
Management,  the  Certificate  in  Office 
Management,  and  the  Certificate  in  Pur- 
chasing Administration  from  Roosevelt 


University,  January  24. 

Dr.  Fedor  Bachmann,  chief,  coagula- 
tion laboratory,  and  associate  professor 
of  medicine,  spoke  on  January  27  at  the 
Chicagoland  Blood  Bank  Society  meet- 
ing where  he  discussed  the  subject  of 
platelet  transfusion.  Dr.  Bachmann  was 
recently  awarded  a National  Institutes 
of  Health  grant  in  the  amount  of  $102,- 
696  for  the  study  of  “Hypercoagulable 
States.” 

Belin  Navarro,  blood  technologist, 
has  been  awarded  a grant-in-aid  by  the 
Cooperative  Blood  Replacement  Plan. 
She  will  attend  blood  banking  work- 
shops in  Miami,  Florida,  and  Raritan, 
New  Jersey.  Working  in  the  laboratory 
and  attending  seminars,  she  will  learn 
the  latest  advances  in  blood  banking 
methods. 

Mark  H.  Lepper,  dean.  Rush  Medical 
College,  and  president,  Chicago  Heart 
Association  recently  addressed  the  1972 
Heart  Fund  kick-off  luncheon.  Dr.  Lep- 


per stressed  that  industry  has  a stake  in 
the  fight  against  heart  disease  because 
of  the  $17.5  million  a day  loss  to  in- 
dustry resulting  from  the  death  or  dis- 
ability of  its  workers  from  cardiovascu- 
lar diseases. 

Dr.  Franklin  S.  A Icorn,  associate  pro- 
fessor of  diagnostic  radiology,  and  at- 
tending physician,  presented  a paper 
entitled  “The  Protocol  and  Results  of 
Training  Nonradiologists  to  Scan  Mam- 
mograms” at  the  11th  Annual  Confer- 
ence and  Symposium  of  the  American 
College  of  Radiology  on  March  3 in 
Gable  Beach,  Nassau. 

Dr.  Michael  S.  Hackman,  assistant 
professor  of  diagnostic  radiology  and 
assistant  attending  physician,  and  Dr. 
Joseph  Haas,  professor  of  ophthalmol- 
ogy and  attending  surgeon,  presented 
“The  Etiology  of  Neovascular  Glauco- 
ma Secondary  to  Internal  Carotid  Art- 
ery. Occlusion,”  on  February  22  at  the 
ASNR  meeting  in  Mexico  City. 


On  February  2 a luncheon  irai  held  for  the  volunteer  directors  and  their  auxiliaries  volunteer  committee  chairman  of  the  four  affiliated 
hospitals.  Touring  the  Medical  Center  before  lunch  were  (left  to  right)  .Maralyn  Carlson,  director  of  volunteers,  Swedish  Covenant  Hospital, 
and  the  auxiliary  committee  chairman,  Mrs.  Arthur  Gundlack;  Mrs.  George  Vlasis,  director  of  volunteers.  Christ  Community  Hospital:  .\trs. 
Herbert  DeYoung,  chairman  of  volunteer  committee  of  the  Medical  Center's  Woman’s  Board  and  also  their  tour  guide:  Mrs.  Edward  Liedtke, 
director  of  volunteers.  Community  Memorial  Hospital:  Mrs.  Paul  Anthony,  Christ  Community.  Not  shown  are  Mrs.  Walter  Ryan,  director 
of  volunteers.  West  Suburban  Hospital  and  the  auxiliary  committee  chairman.  Mrs.  John  Majonnier. 
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Dr.  Richard  C.  Koenig,  assistant  pro- 
fessor of  psychiatry  and  assistant  attend- 
ing physician,  has  been  appointed  direc- 
tor of  education  in  the  child  psychiatry 
section  of  the  department  of  psychiatry. 
The  former  director,  Dr.  David  W. 
Buck,  will  remain  as  acting  chief  of  the 
section.  On  January  19,  Dr.  Koenig  and 
Dr.  Arthur  H.  Norton,  assistant  profes- 
sor of  psychiatry  and  assistant  attending 
physician,  presented  a paper  on  filicide 
to  the  Chicago  Council  of  Child  Psy- 
chiatrists. 

Mrs.  Helen  Regenstein  recently  es^ 
tablished  a Fellowship  in  Ophthalmic 
Pathology  at  $27,800  a year  to  continue 
for  at  least  five  years.  W.  Frank  Hughes, 
who  is  completing  his  Ph.D.  in  electron 
microscopy  from  the  department  of  ana- 
tomy, University  of  Illinois  College  of 
Medicine,  has  been  appointed  as  the 
first  recipient  of  this  fellowship. 

Dr.  Janet  Wolter,  associate  professor 
of  medicine  and  associate  attending 
physician,  gave  a talk  and  a slide  pre- 
sentation titled,  “New  Horizons”  at  a 
clergy  conference  on  cancer  held  at 
Victory  Memorial  Hospital. 

Dr.  Cecilia  Brocken,  assistant  profes- 
sor of  psychology  and  assistant  psychol- 
ogist, recently  participated  in  a school- 
wide Experimental  Day  at  Nazareth 
Academy.  The  day  was  devoted  to 
speakers,  performers,  and  exhibits.  Dr. 
Brocken  spoke  on  “Seeking  Identity.” 

M.  Sue  Kern,  chairman,  division  of 
nursing,  will  participate  in  the  22nd 
Annual  Great  Lakes  Health  Congress 
devoted  to  “Health  Care— A Commun- 
ity Affair,”  April  17-19  in  the  Palmer 
House.  On  Monday,  April  17,  Miss 
Kern  will  speak  on  “Hospital  & Long- 
Term  Care  Facilities  Accreditation  of 
Nursing  Service.” 

Chaplain  William  A.  Wagner,  pas- 
toral care  and  education,  participated  in 
the  annual  convention  of  American 
Protestant  Hospital  Association,  March 
5-9.  He  served  on  the  Committee  for 
Certification  of  chaplains,  was  liturgist 
for  the  College  of  Chaplains’  annual 
Worship  Service,  and  was  chairman  for 
the  workshop  on  “Critical  Incidents  in 
Chaplaincy.”  He  will  also  assist  hosting 
the  Assembly  of  Episcopal  Hospitals 
and  Chaplains,  a member  organization 
in  the  A.P.H.A.  Convention. 


Corridor  News 


Congratulations  to  these  members  of 
the  pediatric  nursing  staff:  Terri  Gorski, 
R.N.,  assistant  head  nurse,  intensive 
care,  was  married  January  30  to  Larry 
Kledzik;  Sally  Mead,  R.N.,  staff  nurse, 
married  Robert  Malaret  on  February  5. 

Medical  Nursing  welcomes  Miss  Pat 
Scully  as  a clinical  specialist  in  cardio- 
vascular nursing. 

Congratulations  to  Judy  Bishop,  R.N. 
on  her  promotion  to  assistant  head  nurse 
on  2 Pavilion. 

Best  wishes  to  Carolyn  Hawkinson, 
chief  technician,  microbiology,  on  her 
recent  marriage  to  Tom  Ohman. 


Margie  Buenbrazo,  microbiology, 
was  recently  married  to  Christopher 
Kolacny.  The  couple  toured  California 
for  their  honeymoon. 

Dr.  Hugo  Baum,  associate  professor 
of  obstetrics  and  gynecology  and  attend- 
ing surgeon,  delivered  Colleen  Marie 
Cromie  at  10:14  A.M.  on  January  1, 
1972.  The  daughter  of  Mr.  and  Mrs. 
James  Cromie,  she  was  chosen  First 
Baby  of  the  Year  in  the  Lemer  News- 
papers contest. 

Gayle  Toppel,  business  office,  fi- 
nance, recently  became  engaged  to 
Leonard  Teter.  The  couple  plans  a 
spring  weeding.  Congratulations. 


Pediatric  Anesthesia 
Conference  Held 


The  department  of  anesthesiology 
presented  its  first  post-graduate  confer- 
ence on  February  12-13.  The  sessions 
were  concerned  with  practical  and  con- 
troversial anesthesia  problems  related 
to  the  pediatric  patient.  Guest  faculty 
included  Maurice  Albin,  M.D.,  M.Sc., 
Professor  of  Anesthesiology  and  Neuro- 
logical Surgery,  University  of  Pitts- 
burgh; David  Allan,  M.D.,  Head  Divi- 
sion of  Anesthesiology,  Medical  Direc- 
tor, Respiratory  Therapy,  Children’s 
Memorial  Hospital,  Chicago;  Edward  J. 
Bennett,  M.D.,  Associate  Professor  of 
Anesthesiology,  Abraham  Lincoln 
School  of  Medicine,  University  of  Illi- 
nois; Robert  Hustead,  M.D.,  Associate 
Professor  of  Anesthesiology,  University 


of  Kansas  Medical  Center;  M.  Ramez 
Salem,  M.D.,  Director,  Pediatric  Anes- 
thesia, Cook  County  Hospital,  Professor 
of  Anasthesiology,  Stritch  School  of 
Medicine,  Loyola  University;  Robert 
Smith,  M.D.,  Chief  of  Anesthesiology, 
Children’s  Hospital  Medical  Center,  As- 
sociate Clinical  Professor  of  Anesthe- 
siology, Harvard  Medical  School. 

Members  of  the  Medical  Center’s  de- 
partment of  anesthesiology  participating 
included:  Max  S.  Sadove,  M.D.,  Chair- 
man and  Professor;  David  Katz,  M.D., 
Associate  Professor;  E.  Trier  Morch, 
M.D.,  Professor;  Carole  Erdmann, 
C.R.N.A.,  Director,  School  of  Nurse 
Anesthesia  and  Program  Coordinator. 
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Nursing  College 
Plans  Announced 


Plans  to  establish  a Rush  College  of 
Nursing  and  Allied  Health  Sciences 
were  recently  announced  by  Edward 
Blettner,  Chairman  of  the  Executive 
Board.  It  is  anticipated  that  the  first 
undergraduate  students  admitted  to  the 
College  will  arrive  in  the  fall  of  1973. 

According  to  Dr.  James  A.  Campbell, 
Medical  Center  president,  the  College 
will  offer  curricula  ranging  from  certifi- 
cate and  baccalaureate  degree  programs 
in  allied  health  through  a doctor  of  sci- 
ence in  nursing. 

The  educational  programs  of  the  new 
College  will  be  totally  integrated  with 
the  health  delivery  system  of  the  Med- 
ical Center.  “Students  will  train  in  the 
laboratories  and  classrooms  of  Rush 
Medical  College  as  well  as  in  the  patient 
care  areas  of  Presbyterian-St.  Luke’s 
Hospital,”  Dr.  Campbell  said. 

The  reactivation  of  Rush  Medical 
College  in  the  fall  of  1971  emphasized 
the  Medical  Center’s  commitment  to 
improve  the  health  care  delivery  system 
by  increasing  the  production  of  physi- 
cians in  the  State  of  Illinois.  Recognizing 
that  it  takes  six  to  eight  nursing  and 
allied  health  personnel  to  support  every 
physician  in  rendering  care,  the  new 
College  will  train  qualified  nursing  and 
allied  health  graduates  to  help  man  the 
health  care  system. 

The  Medical  Center’s  interest  in 
nursing  education  dates  back  to  1885 
when  St.  Luke’s  Hospital  School  of 
Nursing  was  founded.  In  1903,  Pres- 
byterian Hospital  established  a nursing 
school,  and  when  the  two  hospitals 
merged,  the  Presbyterian-St.  Luke’s 
Hospital  School  of  Nursing  was  formed 
in  1957.  Its  operations  were  suspended 
in  1967  with  a view  toward  eventually 
developing  a baccalaureate  program  as 
part  of  the  Rush  system. 

Christman  Named  College  Dean 

Dr.  Luther  Christman  has  been 
named  dean  of  the  newly  formed  Rush 
College  of  Nursing  and  Allied  Health 
Sciences  and  its  director  of  nursing 
affairs. 

Dr.  Christman  is  presently  dean  and 
professor  of  nursing,  Vanderbilt  Uni- 
versity School  of  Nursing,  Nashville, 
Tennessee.  He  is  also  professor  of  so- 
ciology, College  of  Arts  and  Sciences, 


Dr.  Luther  Christman 


Vanderbilt  University,  and  director  of 
nursing,  Vanderbilt  University  Hospital. 
His  resignation  at  Vanderbilt  is  effective 
July  1 at  which  time  he  will  assume  his 
new  duties  at  Rush. 

Dr.  Campbell  said  Christman  was 
chosen  for  his  reputation  as  innovator 
in  nursing  education  and  administra- 
tion. He  was  the  unanimous  choice  of 
the  Medical  Center’s  Executive  Board. 

At  Vanderbilt,  Dr.  Christman  was 
instrumental  in  the  reorganization  of 
the  nursing  school’s  curriculum  and 
administration.  He  was  also  responsible 
for  doubling  the  size  of  the  school’s 
faculty  and  student  body.  According  to 
Christman,  innovations  in  the  curricu- 
lum emphasized  educating  nurses  as 
applied  scientists.  Didactic  learning  is 
followed  by  practical  experience  with 
supervision  from  the  clinical  faculty 
whose  orientation  is  centered  on  the 
day-to-day  application  of  information 
learned  in  the  classroom. 

Dr.  Christman  received  a diploma 
from  the  Pennsylvania  School  of  Nurs- 
ing for  Men  in  1939.  He  is  a graduate 
of  Temple  University,  where  he  earned 
a B.S.  in  nursing  and  an  Ed.M.  in 
clinical  psychology.  In  addition.  Dr. 
Christman  holds  a Ph.D.  degree  from 
Michigan  State  University  in  sociology 
and  anthropology.  He  is  a member  of 
Sigma  Theta  Tau  (nursing  honorary 


Leon  Dingle,  Jr. 


society)  and  Alpha  Kappa  Delta  (so- 
ciology honorary  society). 

As  a national  figure  in  nursing,  his 
numerous  memberships  in  academic 
and  professional  organizations  include 
the  American  Nurses’  Association,  the 
American  Association  of  Deans  of  Col- 
lege and  University  Schools  of  Nursing, 
and  the  American  Association  for  the 
Advancement  of  Science.  He  is  regional 
associate  on  the  staff  of  the  National 
Commission  for  the  Study  of  Nursing 
and  Nursing  Education,  member  of  the 
Panel  of  Consultants  to  the  Commission 
on  Nursing  of  the  American  Medical 
Association,  and  member  of  the  Health 
Services  Advisory  Committee  of  the 
Association  of  American  Medical  Col- 
leges, Washington,  D.C. 

Dingle  Heads  Allied  Health 

Leon  Dingle,  Jr.  has  been  named 
dean  of  the  office  of  allied  health  sci- 
ences in  the  College  of  Nursing  and 
Allied  Health  Sciences. 

Dingle  will  be  responsible  for  estab- 
lishing that  office  as  the  focal  point  and 
information  center  for  all  allied  health 
educational  activity  at  the  Medical  Cen- 
ter. He  will  also  be  concerned  with 
developing  the  curriculum  with  setting 
the  standards  for  allied  health  in  the 
educational,  research  and  patient  care 
settings. 


Raffle  To  Benefit 
Scholarship  Fund 
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“Wc  plan  to  develop  programs  that 
will  roach  out  to  young  people  in  the 
inner  city  and  convey  the  opportunities 
available  to  them  in  the  health  care 
field,”  Dingle  commented. 

He  was  formerly  dean  for  allied 
hcalth/human  services  at  the  Central 
YMCA  Community  College.  Mr.  Din- 
gle has  been  a biochemical  researcher  at 
the  Hines  V.  A.  Hospital  and  a chemistry 
and  biology  instructor  at  the  Central 
YMCA,  as  well  as  their  coordinator  of 
Para-Professional  Medical  Science  Pro- 
grams. Since  1968  he  has  been  educa- 
tional consultant  at  Cook  County  Hospi- 
tal, Edgewatcr  Hospital,  Northwestern 
University  Affiliated  Hospitals,  Cook 
County  Graduate  School  of  Medicine 
and  the  Veterans  Administration  Hos- 
pital. 

Mr.  Dingle  is  a member  of  the  Board 
of  Trustees  of  the  Association  of 
Schools  of  Allied  Health  Professions 
and  on  the  Board  of  Directors  for  the 
Urban  Doctors  Program,  Northwestern 
University  Medical  School. 

His  professional  affiliations  include 
the  Chicago  Academy  of  Science,  the 
American  Association  of  University 
Professors  and  the  American  Biological 
Society. 

Woman’s  Board 
Creates  Pastoral 
Fellowship 

The  Woman’s  Board  has  alloeated  a 
grant  of  $8,500  for  a Pastoral  Fellow- 
ship in  the  department  of  pastoral  care 
and  education.  This  fellowship  was 
awarded  to  Chaplain  Robert  Jais,  staff 
resident  and  assistant  teaching  super- 
visor. He  will  be  coordinator  for  a pro- 
ject in  pastoral  administration  with  res- 
ident chaplains  Bryn  Carlson,  Cliff 
Eden,  David  Myler,  David  Palmer, 
Michael  Stephen,  and  William  Wagner, 
pastoral  services  director. 

These  project  members,  acting  as 
“pastoral  administrators”  to  specific 
units,  will  offer  on-location  continuity 
of  contact  between  the  department  of 
pastoral  eare  and  education  and  the 
nursing  staff.  In  addition,  they  will  be 
resource  persons  for  inter-staff  and  pa- 
tient pastoral  care  concerns. 


Rush  Medical  College  faculty  wives 
are  sponsoring  a scholarship  fund  bene- 
fit. Raffle  tickets  are  being  sold  for  $ 1 .00 
each  with  the  drawing  to  be  held  on 
April  15.  All  Medical  Center  employ- 
es, their  families  and  friends  are  el- 
igible to  win  any  of  the  following  prizes 
and  need  not  be  at  the  drawing  to  win: 

• Hawaiian  Trip  for  Two  via  United 
Air  Lines 

• Five  Shares  of  Baxter  Laboratories 
Inc. 

• Color  T.V. 

• Natural  Norwegian  Blue  Fox  Cape 

• Model  342  Bell  and  Howell  Still 
Camera  Kit 


• Bell  and  Howell  8 mm.  Movie 
Camera 

• Two  Pieces  of  Leather  Luggage 

• Burke  Golf  Clubs  and  Bag 

• Oil  Painting 

• Five  Band  A. M.  F.M.  Shortwave 
Radio 

• Solid  Gold  Earrings 

• Other  Special  Prizes 

Raffle  tickets  will  be  sold  in  the  first 
floor  corridor  across  from  the  volunteer 
office  in  the  hospital  and  also  in  the  first 
floor  lobby  of  the  Professional  building. 
For  more  information  please  contact  the 
public  relations  office,  extension  5579. 


Beginning  their  raffle  campaign  with  Mr.  E.  Pullin,  security  guard  in  the  Professional 
building,  are  Rush  faculty  wives  Mrs.  Helen  Mattis  (left)  with  her  son  Charles,  and  .Mrs. 
Judy  Lamphere  (right). 
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Mrs.  Robert  Lamson  Is 
V olunteer-  Of -The  - Y ear 


Mrs.  Robert  Lamson  has  been 
named  “Volunteer-of-the-Year.”  She 
serves  twice  a week  as  a surgical  patient 
care  unit  volunteer  on  4 Jones  and  has 
donated  over  300  hours  during  the  last 
2V4  years. 

As  stated  by  those  who  nominated 
her  — “she  is  definitely  an  asset  to  this 
Medical  Center  and  proves  to  us  that 
a volunteer  has  a functional  role  on  the 
patient  care  team.” 

Mrs.  Lamson’s  duties  primarily  in- 
volve patient  relations  — visiting,  feed- 
ing and  tending  to  their  small  requests 
— and  errands  and  certain  clerical  tasks 
for  the  staff.  Beyond  her  regular  assign- 
ment she  will  often  come  in  on  extra 
days  in  response  to  requests  for  help 
for  special  projects  — such  as  serving 


as  a hostess  for  a medical  conference. 
She  has  also  been  involved  in  educa- 
tional programs ; serving  on  panels  with 
nursing  personnel  to  discuss  ways  of 
improving  volunteer  services  on  the 
units  and  giving  suggestions  to  nursing 
for  better  utilization  of  volunteers  on 
the  units;  and  participating  in  our  train- 
ing programs  for  medical-surgical  unit 
volunteers,  which  are  conducted  by  the 
nursing  education  staff. 

Mrs.  Lamson  says  of  her  work  that  it 
is  a pleasure  for  her  to  come  into  the 
hospital  twice  a week.  She  has  relin- 
quished most  of  her  community  activ- 
ities to  work  at  the  hospital  and 
states  that  this  is  the  “center  of  my 
thrust  now.”  She  enjoys  her  good 
visits  with  the  patients  and  “it  is  good 


for  me  to  learn  how  great  these  people 
are  — how  strong  they  are  and  how 
much  courage  they  have.” 

This  year  nominees  for  “Volunteer- 
of-the-Year”  were  submitted  by  hos- 
pital personnel  and  a special  committee, 
including  representatives  from  admin- 
istration, nursing.  Woman’s  Board, 
pastoral  care  and  education,  and  public 
relations,  participated  in  the  final 
selection. 

In  addition,  this  year  for  the  first 
time.  Honorable  Mention  honors  have 
been  bestowed  upon  Mr.  and  Mrs. 
Evans  Schmeling,  Mrs.  Thomas  Brad- 
bury, Mrs.  William  Jones,  Mrs.  Ruth 
Carlson,  Miss  Maretta  Harrington, 
Miss  Ina  Stout,  Mrs.  Francis  Tuite, 
Mrs.  Leon  Witkowski  and  Mrs.  Wallace 
Kirkland. 


Mrs.  Robert  Lamson 
“Volunteer-of-the-Year” 


Mr.  and  Mrs.  Evans  Schmeling  — for  "their 
genuine  interest  and  concern  for  the  needs  of 
patients,  families  and  other  visitors  through- 
out the  hospital  well  beyond  the  call  of  duty." 


Mrs.  Ruth  Carlson  — whose  "eager  enthusi- 
asm and  genuine  interest  in  our  patients  lends 
joy  to  3 Pavilion." 


Mrs.  Francis  Tuite  — who  "one  year  ago 
broke  her  knee  and  ‘hurried’  her  recovery 
to  get  back  on  duty”  on  the  Book  Cart  and 
who  "in  spite  of  the  sudden  death  of  her 
daughter  this  fall  has  kept  faithful.” 


Mrs.  Thomas  Bradbury  — who  “has  defined 
‘volunteering’  for  us  in  two  modes:  I)  ‘what 
do  you  want  me  to  do?’  and  2)  by  showing  us 
a scope  of  service  beyond  minimal  asking.” 


Miss  Maretta  Harrington  — who  in  her  late 
80’s  has  let  only  illness  or  winter  weather 
interfere  with  her  “faithful  and  loyal  service 
to  the  public  relations  office  over  a long 
period  of  time.” 


Mrs.  Leon  Witkowski  — whose  services  in  the 
emergency  room  "have  long  been  an  inspira- 
tion to  the  staff  as  well  as  a source  of  comfort 
and  support  for  the  patient  and  his  family.” 


Mrs.  William  Jones  — who  “is  so  devoted  to 
all  the  children;  is  modest  and  expects  nothing 
in  return  hut  gives  so  much  of  herself.” 


Miss  Ina  Stout  — for  her  “assistance  to  the 
Anchor  staff  in  auditing  and  updating  the 
Anchor  Enrollment  files  which  required  many 
long  hours  of  concentration  and  initiative.” 


Mrs.  Wallace  Kirkland  — for  "contributing 
her  experience  and  wisdom  toward  helping 
the  patients  during  their  critical  tenure  on 
the  surgical  intensive  care  unit  and  her  readi- 
ness to  help  the  staff  at  all  times.” 
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The  President’s 
New  Secretary 


The  Medical  Center  extends  a cordial 
welcome  to  Mrs.  Elaine  Diaz,  Dr.  James 
A.  Campbell’s  new  secretary. 

A native  Chicagoan,  Mrs.  Diaz  at- 
tended Mundelein  and  Monmouth  col- 
leges and  received  a B.A.  in  History 
from  De  Paul  University.  She  is  par- 
ticularly interested  in  European  history 
although  she  has  various  courses  to  her 
credit. 

She  has  worked  for  the  American 
Medical  Association,  specifically  with 
the  Education  and  Research  Founda- 
tion. During  that  association,  the  med- 
ical student  loan  program  was  instituted. 
She  also  gained  experience  at  the  Blue 
Cross  Association  where  she  worked  for 
the  director  of  communications. 

Away  from  the  office  Mrs.  Diaz  has 
many  other  interests.  She  is  studying 
the  classical  guitar  which  she  thinks  is  a 
beautiful  instrument.  Sewing  is  another 
one  of  her  pasttimes  and  also  traveling 
when  she  has  the  opportunity. 

Schedule  Of  Events 

April  11,  13 

10:00  a.m.  -2:00  p.m. 

Volunteer  “Bring-a-Friend”  days 
April  15 

Rush  faculty  wives  sponsored  scholar- 
ship benefit  dance  and  raffle  drawing 
April  20 

School  of  Nursing  Homecoming 
April  22 

Third  Anual  Know  Your  Husband’s 
Hospital  Day 
April  25 

Trustee-Staff  Dinner 
May  7-13 

National  Hospital  Week 


New  Suggestion 
Winners 


Mrs.  Felicia  Clowers,  medical  unit 
management,  3 East  Pavilion,  has  been 
awarded  $30  for  her  suggestion  for 
patient  care  improvement. 

When  a patient  is  scheduled  for 
morning  x-rays,  the  unit  manager  places 
a N.P.O.  (nothing  by  mouth)  or  “Fast- 
ing” card  on  his  door  the  preceding 
night.  A food  tray  is  then  kept  in  the 
kitchen  until  it  is  released  through  or- 
ders of  unit  management  when  that 
patient  has  completed  his  x-rays  and 
is  able  to  eat. 

“Quite  often  a patient  would  miss 
breakfast  and  lunch  and  then  be  re- 
turned to,  the  floor  by  the  transport 
service.  In  the  midst  of  transcribing 
orders,  the  unit  manager  would  be  un- 
aware that  the  patient  had  been  re- 
turned and  was  sitting  in  his  room 


Mrs.  Felicia  Clowers,  unit  management,  3 
East,  removes  a N.P.O.  sign  allowing  the 
patient  to  receive  a food  tray. 


How  To  Make  A Suggestion 

1. Look  around  and  select  a job 
method  or  technique  which  you 
think  should  be  improved. 

2.  Get  the  facts  and  reasons  for  the 
existing  method  or  job  process. 

3.  Think  of  potential  improvements: 

a.  Eliminate  a potential  safety  haz- 
ard or  an  unnecessary  step  in  the 
process. 

b.  Combine  two  steps  into  a more 
comprehensive  one. 

c.  Change  the  job  sequence,  place 
or  person. 

4.  Make  your  suggestion  and  win 
$ 1 ,000. 


starving,”  Mrs.  Clowers  said.  “There 
had  to  be  better  way  for  x-ray  to  let 
unit  management  know  when  a patient 
was  ready  to  eat.” 

Mrs.  Clowers  suggested  that  x-ray 
make  out  a small  card  on  each  patient 
stating  he  was  ready  for  food.  The  trans- 
porter would  then  relay  this  card  to  the 
unit  manager  who  would  remove  the 
N.P.O.  sign  from  the  patient’s  room 
door  and  release  the  food  tray. 

“I  am  so  glad  that  they  finally  insti- 
tuted my  suggestion,”  continued  Mrs. 
Clowers.  “We  are  here  to  provide  pa- 
tient care  and  this  is  just  one  way  of 
improving  it.” 

Other  suggestion  winners  are:  W. 
Alsdorf,  physical  plant,  $5;  Sidney 
Eiden,  physical  plant,  $10;  Barbara 
Oakland,  health  center,  $10;  Harry 
Walden,  radiology,  $15;  and  Grace 
Wing,  medical  records,  $15. 

Nursing 
Homecoming 
Is  April  20 

The  School  of  Nursing  Annual 
Homecoming  will  be  held  April  20. 
Alumni  of  St.  Luke’s,  Presbyterian,  and 
Presbyterian-St.  Luke’s  Schools  of 
Nursing  will  reunit  for  a day  of  rem- 
iniscing and  festivities. 

Presbyterian-St.  Luke’s  School  of 
Nursing  closed  in  1967  with  a view 
toward  eventually  developing  a bacca- 
laureate program.  This  has  been  ac- 
complished through  the  creation  of  a 
Rush  College  of  Nursing  and  Allied 
Health  Sciences  which  will  accept  the 
first  undergraduate  students  for  the  fall 
of  1973. 

The  schedule  of  events  for  April  20 
includes: 

1:30  p.m.  Tours  of  the  Medical  Cen- 
ter beginning  in  Schweppe- 
Sprague  Hall 

3-5  p.m.  Tea  in  Room  600 

5:30-7  p.m.  Social  Hour  and  Banquet 
at  the  Sheraton  Chicago 

Guest  Speaker:  Mr.  Gail 
Warden,  Executive  Vice 
President,  Operations. 
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Professional 

Activities 


James  Stack,  director,  alumni  rela- 
tions, and  executive  director  of  the 
Academy  of  Hospital  Public  Relations, 
attending  its  Eighth  Annual  Meeting 
and  Seminar  on  April  6-7  at  the  Har- 
vard Medical  School  in  Boston.  The 
seminar  was  devoted  to  “The  Emerging 
New  Society.” 

Dr.  John  W.  Curtin,  chairman,  plas- 
tic and  reconstructive  surgery,  and 
clinical  professor  of  surgery,  recently 
attended  the  Florida  Cleft  Palate  As- 
sociation Meeting  in  Tampa  as  guest  of 
honor  as  president  of  the  American 
Cleft  Palate  Association  and  presented 
these  papers:  “Current  Concepts  in 
Management  of  Craniofacial  Anoma- 
lies,” and  Surgical  Reconstruction  of 
Craniofacial  Anomalies.” 

Dr.  Robert  M.  Kark,  director,  renal 
and  nutrition,  and  professor  of  med- 
icine, has  been  appointed  to  the  editorial 
board  of  “NEPHRON.” 

To  be  presented  at  the  53rd  Annual 
Session  of  the  Ameriean  College  of 
Physicians  on  April  21  at  Atlantic  City 
is  a paper  by  Dr.  L.  D.  Edwards,  Dr. 
Rolando  Balagtas,  Paula  Lowe,  R.N., 
William  Landau,  Ph.D.,  Dr.  Charles 
Kallick,  Dr.  Stuart  Levin,  and  Dr.  Mark 
H.  Lepper,  entitled  “An  Analysis  of 
Ordering  Patterns  and  Utilization  of 
Bacteriology  Culture  Reports.” 

Dr.  Richard  C.  Koenig,  director  of 
education,  child  psychiatry,  recently 
participated  in  the  Seventh  Annual 
Weekend  Workshops  held  by  the  Chi- 
cago Society  for  Adolescent  Psychiatry 
in  Lake  Geneva,  Wis.  Dr.  Koenig  dis- 
cussed “Psychotherapeutic  Problems  in 
the  Treatment  of  the  Adolescent.” 

Dr.  Evan  M.  Barton,  professor  of 
medicine  and  attending  physician,  chair- 
man of  the  medical  and  scientific  com- 
mitteee,  Illinois  Chapter  Arthritis  Foun- 
dation, announced  that  over  $53,000 
was  awarded  for  research  in  1972. 

Dr.  Stephen  Sokalski,  fellow,  infec- 
tious diseases,  recently  attended  a 
special  meeting  of  medical  and  para- 
medical personnel  held  at  the  Burroughs 
Wellcomes  Co.  in  Research  Triangle 
Park,  N.D.  The  purpose  was  to  de- 
scribe and  demonstrate  special  bacteri- 
ological testing  techniques  application 
to  a new  anti-infective  investigation 
drug. 


The  department  of  otolaryngology  and  hron- 
choe.iophagology  clinic  has  moved  into  a 
remodeled  area  on  the  second  floor  of  the 
Jelke-Southcenter  building.  Eight  examining 
room  plus  improved  ancillary  facilities,  at- 
tractively decorated,  have  added  to  the  effi- 
cient use  of  new  space. 


The  Deafness  Research  Foundation  has 
awarded  a research  grant  to  two  members  of 
the  department  of  otolaryngology  and  bron- 
choesophagology.  Dr.  Kenji  Aimi  (left),  assis- 
tant professor  and  assistant  attending  surgeon, 
and  Dr.  Stanton  Friedberg  (right),  chairman 
and  professor,  will  use  the  grant  to  support 
their  investigation  of  the  “Anatomical  Factors 
Causing  Air  Diffusion  Disturbances  within 
the  Temporal  Bone  Pneumatic  System.” 


Dr.  Murk  //.  Lepper,  dean,  Rush 
Medical  College,  was  awarded  an  Alum- 
ni Achievement  Award  from  George 
Washington  University  in  recognition  of 
his  many  significant  accomplishments. 

The  department  of  biomedical  en- 
gineering is  currently  evaluating  several 
machines  that  arc  capable  of  measuring 
the  level  of  blood  alcohol  indirectly  by 
testing  sample  of  a subject’s  breath.  The 
work  is  being  conducted  by  Jeffrey 
Levett,  Ph.D.,  acting  director,  health 
system  dynamics,  for  the  Task  Force  on 
the  Implementation  of  Implied  Consent 
for  the  State  of  Illinois.  Dr.  Levett  is  a 
member  of  the  task  force  representing 
the  scientific  community. 

Mrs.  Judie  Miller,  secretary,  steroid 
unit,  has  been  elected  recording  secre- 
tary of  the  Chicago  Chapter  of  the 
American  Association  of  Medical  As- 
sistants. 

Dr.  Jorge  Galante,  chairman,  ortho- 
pedic surgery  and  attending  surgeon, 
presented  “Total  Hip  Replacement,”  at 
the  Central  Surgical  Association  meet- 
ing on  March  2. 

At  the  same  meeting.  Dr.  Harry 
Southwicke,  chairman,  general  surgery, 
and  attending  surgeon,  presented  “Man- 
agement of  Carcinoma  of  the  Tongue.” 
On  March  8 Dr.  Southwicke  partici- 
pated in  the  presentation  of  the  oncol- 
ogy conference  at  the  Midwest  Clinical 
Conference  of  the  Chicago  Medical  So- 
ciety, and  on  March  9 presented  “Treat- 
ment of  Cancer  for  Floor  of  the  Mouth 
and  Tongue”  at  the  Chicago  Plastic 
Surgery  Society  symposium  on  head 
and  neck  tumors. 

Dr.  Charles  Perlia,  director,  oncol- 
ogy, and  associate  professor  of  med- 


The  following  alumni  of  Williams  College,  now  all  members  of  the  Medical  Center  recently 
held  a reunion  (standing  left  to  right)  Dr.  Neal  L.  Sklaver  ’64,  chief  resident  in  medicine  and 
adjunct  physician;  Dr.  Carl  B.  Davis,  Jr.,  ’34,  associate  professor  of  general  surgery  and 
associate  attending  physician;  Dr.  Frederic  A . dePeyster,  ’36,  attending  surgeon,  and  president 
of  the  medical  staff;  (seated  left  to  right)  Dr.  Peter  Grossman,  ’67,  medical  intern;  Robert 
Jones,  ’71,  assistant  in  immunology  and  student.  Rush  Medical  College  ’75;  Dr.  Robert  M. 
Potter  ’35,  Trustee  of  the  Medical  Center;  Dr.  Evan  M.  Barton  ’24,  professor  of  medicine 
and  attending  physician;  Dr.  John  T.  English,  Jr.  ’60,  instructor  in  diagnostic  radiology  and 
adjunct  physician.  Not  pictured  are  Dr.  Raymond  M.  Galt  ’35,  assistant  professor  of  medicine 
and  associate  attending  physician;  and  Dr.  Gary  W.  Lamphere  ’67,  medical  intern. 
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icine,  was  moderator  for  a session  on 
“Oncology”  on  March  8 as  part  of  the 
Chicago  Medical  Society's  Postgraduate 
Course  in  Internal  Medicine. 

Dr.  Randall  E.  McNally,  associate 
professor  of  plastic  and  reconstructive 
surgery,  and  associate  attending  sur- 
geon, participated  in  a Round  Table 
Luncheon  devoted  to  “Aesthetic  Plastic 
Surgery,  March  9,  at  Convention  'll 
Midwest  Clinical  Conference  held  at 
the  Conrad  Hilton. 


Louis  Gdalman,  R.Ph.,  (right)  director,  sec- 
tion of  pharmacy,  and  associate  in  medicine 
has  been  appointed  to  a second  five-year  term 
on  the  Illinois  State  Board  of  Pharmacy  by 
Governor  Richard  B.  Ogilvie. 

Mr.  Gdalman  directs  the  Master  Poison  Con- 
trol Information  Center  of  Chicago. 


Mrs.  Maria  Hernandez  has  been  appointed 
Siipervi.sor,  Information  / reception  Depart- 
ment. Mrs.  Hernandez  joined  the  Medical 
Center  as  a receptionist  in  January,  1959. 
Since  November  1971,  she  has  been  acting 
supervisor. 

As  siipervi.sor.  Mrs.  Hernandez  will  be  lo- 
cated at  the  East  Pavilion  Information  Desk 
and  can  be  contacted  at  telephone  extension 
5695. 


Corridor  News 


Department  of  dermatology  wel- 
comes new  secretary  Renee  Aird. 

Dr.  Frank  Hendrickson,  chairman, 
radiation  therapy,  and  his  family  re- 
cently spent  three  weeks  in  Africa. 

Congratulations  to  Byron  Reed,  R.T., 
diagnostic  radiology,  on  his  recent  mar- 
riage to  Gretchen  Schmidt.  The  couple 
was  married  at  Ascension  Church,  Oak 
Park. 

Dr.  and  Mrs.  Richard  E.  Buenger, 
chairman,  diagnostic  radiology,  re- 
cently returned  from  a two  week  vaca- 
tion in  the  Virgin  Islands. 


New  employee  in  the  storeroom  is 
Wadell  Johnson.  Welcome! 

New  arrivals  came  to  the  following 
employe’s  homes.  Girls  were  born  to 
Mr.  and  Mrs.  Michel  Baker,  microbi- 
ology; Paul  and  Sharon  Vincent,  nursing 
and  radiology  technician,  and  Mr.  and 
Mrs.  Joe  McCoy,  LPN,  surgical  nurs- 
ing. Boys  were  born  to  John  and  Janet 
Smith,  surgical  technician;  William  and 
Mary  Simpson,  mail  room;  John  and 
Paulette  Payne,  medical  resident  and 
R.N.;  Alan  and  Judy  Harris,  medical 
resident. 


A plaque  honoring  Mrs.  Eunice  B.  Humphrey  was  officially  dedicated  by  Mr.  Gail  Warden, 
executive  vice-president,  operations,  and  Dr.  James  Campbell,  Medical  Center  president, 
on  March  6 during  the  Woman’s  Board  meeting.  Mrs.  Humphrey,  who  was  a member  of 
the  Woman's  Board,  donated  over  $300,000  to  the  Medical  Center.  Reading  “Donated  in 
Memory  of  Eunice  B.  Humphrey,"  the  plaque  has  been  placed  in  the  EKG  facility  on  10 
Jelke-Southcenter.  After  the  meeting,  members  of  the  Board  received  a guided  tour  of  the 
area  by  Dr.  Richard  Carleton,  director,  cardio-respiratory  section.  At  the  presentation  were 
(left  to  right)  Dr.  James  Campbell,  Mrs.  Burton  Hales,  Board  member  and  friend  of  Mrs. 
Humphrey,  accepting  the  plaque,  Mr.  Warden,  and  Mrs.  F.  Richard  Meyer,  HI,  Board  president. 
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Christman  Speaks 
At  First  Nursing  Seminar 


Three  Trek 
Through  Africa 


On  Wednesday,  March  22,  the  Divi- 
sion of  Nursing  sponsored  its  first  sem- 
inar for  nurses  titled  “Nursing:  Conflict 
and  Change.” 

The  keynote  speaker  was  Dr.  Luther 
Christman,  dean  of  the  new  Rush  Col- 
lege of  Nursing  and  Allied  Health  Sci- 
ences. 

According  to  Christman,  unresolved 
conflict  in  any  organization  drains  much 
productive  energy.  “Conflict,  however, 
is  not  necessarily  bad  but  can  be  a valu- 
able prod  to  an  organization  . . . when  it 
has  displaced  its  intended  goals.”  It  can 
allow  for  new  policies,  technology,  and 
training  patterns  and  the  “reordering 
of  structural  arrangements  so  that  the 
human  resources  in  the  organization  can 
have  their  best  expression.” 

Nursing  is  vulnerable  in  all  this  con- 
flict due  to  the  way  the  members  of  the 
profession  are  defining  their  roles  in 
patient  care.  Added  to  this  problem  is 
the  lack  of  cohesion  within  the  profes- 
sion. 

Dr.  Christman  proposed  the  following 
four  suggestions  to  help  resolve  the  con- 
flict within  the  profession  and  “to  enable 
its  members  to  adapt  to  what  is  being 
called  a revolution  in  health  care  de- 
livery:” 

( 1 ) Nurses  will  have  to  drop  manageri- 
al care.  “Nurses  will  have  to  do  the 
primary  and  direct  nursing  care  without 
delegating  nursing  care  to  others,” 
Christman  said. 

(2)  The  nursing  structure  must  have 


At  the  first  nursing  seminar,  Dr.  Luther 
Christman  said  that  nurses  must  begin  to 
exercise  the  four  components  of  the  pro- 
fessional role  — those  of  service,  education, 
consultation  and  research. 


common  goals  but  must  be  flexible  to 
permit  those  units  who  have  different 
patterns  of  care  to  have  independence 
in  judgment. 

(3)  Nursing  must  be  developed  as  an 
applied  science.  According  to  Christ- 
man, “The  use  of  the  scientific  method 
in  practice  will  provide  the  best  device 
for  linking  the  use  of  the  content  of  the 
most  appropriate  and  useful  sciences 
with  each  problem  of  each  patient.” 

(4)  Nurses  must  begin  to  exercise  the 
four  components  of  the  professional 
role  — those  of  service,  education,  con- 
sultation and  research. 

The  eventual  outcome,  Christman 
concluded,  will  be  improvement  of 
patient  care. 

The  speech  was  followed  by  a reac- 
tion panel  consisting  of  Yvonne  Munn, 
R.N.,  associate  chairman,  division  of 
nursing,  moderator;  Janet  Wolter,  M.D., 
medical  oncologist;  Gail  Warden,  ex- 
ecutive vice-president,  operations;  and 
Michael  Stephen,  hospital  chaplain.  The 
panel’s  general  reaction  was  one  of 
openness  for  change  that  would  improve 
the  care  given  to  the  patients.  The  con- 
cern of  the  panel  was  that  the  present 
system  of  patient  care  is  inadequately 
utilizing  our  resources. 

The  second  half  of  the  program  con- 
sisted of  two  debates  moderated  by 
Judith  Jezek,  R.N.,  director,  nursing 
staff  education.  The  first  debate  topic 
was  “The  Head  Nurse  should  be  a 
Clinician.”  Participants  included  JoAnn 
Young,  head  nurse,  surgery;  Kathy 
Scharer,  clinical  specialist,  psychiatry; 
Rosemary  McLeod,  clinician,  surgery; 
and  Connie  Ryan,  head  nurse,  med- 
icine. 

The  second  debate  question  was 
“There  is  conflict  between  the  goals  of 
nursing  education  and  nursing  service.” 
Participants  from  the  department  of 
nursing  staff  education  included  Jeanne 
Slack,  Claudelle  Cole,  Linda  Tschappat 
and  Barbara  Hillyer. 

The  purpose  of  the  debates  was  to 
give  the  audience  different  views  and 
facts  concerning  these  current  issues. 

In  the  audience  were  representatives 
of  hospitals,  university  and  diploma 
schools  of  nursing  and  the  Illinois 
Nurses’  Association.  Thirty  of  the  80 
nurses  in  the  audience  were  from  the 
division  of  nursing. 


There  are  no  international  expressways  in 
Central  Africa.  The  team  used  an  airplane 
facilities  to  get  to  remote  areas.  This  picture 
shows  (left  to  right)  Dr.  David  Seymour,  Fred 
Hyde,  Kathy  Hyde,  Dr.  John  S.  Hyde  and 
pilot  David  Graham. 

Three  members  of  the  Medical  Cen- 
ter staff  traveled  throughout  Africa  re- 
cently and  brought  back  news  of  their 
adventures.  They  are  Dr.  John  S.  Hyde, 
director,  pediatric  allergy.  Dr.  Vicham 
Vithayasai,  research  associate,  pediatric 
allergy  and  James  Mclver,  Jr.,  admin- 
istrative assistant,  biochemistry. 

Drs.  Hyde  and  Vithayasai,  and  two 
people,  Fred  and  Kathy  Hyde  combined 
leisure  time  activities,  medical  interest, 
education  and  photography  on  a mean- 
ingful short  term  mission  of  Chad, 
Zaire,  South  Africa,  Tansanzia,  Kenya 
and  Ethiopia. 

Dr.  Hyde  believes  this  mini-tour  was 
sponsored  by  Medical  Assistance  Pro- 
grams “to  indicate  to  those  American 
doctors  practicing  in  Africa  that  some- 
one cares  about  their  ongoing  medical 
needs  and  the  future  of  health  care  de- 
livery.” He  added  that  one  should  con- 
tribute time  and  expense  only  after  one 
gains  a clear  knowledge  of  the  program’s 


James  Mclver,  Jr.,  administrative  assistant, 
biochemistry;  and  Harriet  B.  Johns,  daugh- 
ter of  the  Council  General;  attended  the 
inauguration  ceremonies  for  the  president  of 
Liberia. 


McGee’s  Investment 
In  ANCHOR  Pays  OIT 


purpose  and  cITcctivcncss. 

“Backed  by  gifts  of  drugs  and  med- 
ical supplies  by  private  industry,  the 
translation  of  these  items  into  health  for 
the  African  is  outstanding,”  Dr.  Hyde 
said.  “This  is  an  area  of  people  to  people 
involvement.”  Government  aid  is  in- 
direct allowing  tax  credits  and  suppor- 
tive diplomatic  channels. 

In  Chad  they  brought  needed  medical 
supplies  to  the  outpost  dispensaries. 
Near  Capetown,  at  the  Stellenbosch 
University,  Dr.  Hyde  discussed  cro- 
molyn prophlaxis  of  chronic  asthma  of 
children  with  Dr.  Hyman  Chae.  This 
drug,  not  yet  FDA  approved  in  the 
U.S.A.,  is  available  to  the  South  African 
asthmatics  by  prescription. 

Dr.  Hyde  summed  up  the  trip  by  say- 
ing, “it  was  made  possible  by  numerous 
African  people  who  often  left  us  with 
much  more  than  we  had  to  give.” 

James  Mclver,  Jr.  was  invited  to  at- 
tend the  inauguration  of  the  eighth  pres- 
ident of  Liberia,  William  H.  Tolbert. 
Mr.  Mclver  had  met  Mr.  Tolbert  when 
he  was  vice  president  and  visiting  the 
consulate  in  Chicago.  The  festivities, 
held  in  the  capital  city  of  Monrovia,  in- 
cluded the  inauguration  ceremonies,  the 
state  dinner  and  the  inauguration  ball. 

Mr.  Mclver  also  traveled  to  Ghana, 
Senegal  and  Morocco  and  then  con- 
tinued his  trip  to  Lisbon,  Madrid,  Bar- 
celona, Paris  and  London. 

He  found  many  of  the  large  cities  in 
Africa  very  progressive  with  tall  build- 
ings, modern  shops  and  traffic  jams.  He 
also  visited  several  small  villages  and 
outlying  areas. 

“I  was  surprised  at  the  genuine 
friendliness  and  warmth  of  the  people. 
1 felt  welcomed  as  a Black  brother  and 
I’ll  never  forget  that  as  long  as  1 live,” 
Mclver  said. 


Reprinted  in  a local  newspaper 
was  a recent  prescription  written  by 
Dr.  Samuel  J.  Taylor,  professor  of 
medicine  and  consulting  physician, 
to  a female  patient: 

The  only  effective  appetite  depres- 
sant would  be  very  dangerous  for  you 
to  take  so  use  the  endorsed  prescrip- 
tion faithfully:  Push  yourself  away 
from  the  table  after  consuming  400 
calories  3X  a day. 


Chcssic  McGee,  houseman,  McCor- 
mick House,  said,  “1  am  60  years  old 
and  my  ANCHOR  doctor  is  the  first 
one  who  examined  me  and  found  all  my 
complaints.  Since  1 have  been  treated 
here  I have  felt  better  than  ever,  and,” 
he  added  with  a smile,  “that’s  just  like 
it  is.” 

McGee,  a Medical  Center  employe 
for  1 1 years,  joined  ANCHOR  in  July, 
1971,  and  began  paying  $ 1 2.00  a month 
for  his  Anchor-Blue  Cross  family  plan. 
In  October,  he  became  ill  and  decided 
to  visit  an  ANCHOR  physician.  Mc- 
Gee phoned  the  office,  selected  a physi- 
cian and  made  an  appointment  to  see 
him.  After  a complete  physical  exam- 
ination by  the  physician  of  his  choice, 
McGee  was  referred  to  a specialist  who 
recommended  surgery  at  Presbyterian- 
St.  Luke’s  Hospital.  Between  November 
19  and  January  10,  McGee  spent  28 
days  in  the  Hospital,  and  24  days  at 
home  recuperating  from  his  surgery.  As 
the  bills  rolled  in,  they  were  paid  by 
ANCHOR  and  Blue  Cross.  ANCHOR 
paid  all  of  McGee’s  doctor  bills  and  out- 
patient laboratory  and  x-ray  expenses— 
a total  of  $1,074.  The  Medical  Center’s 
Blue  Cross  Plan  paid  his  hospital  bill  of 
$2,633. 

Incidentally,  while  off  from  work, 
McGee  was  paid  the  sick  time  he  had 
accumulated,  and  was  eligible  to  collect 
from  the  Medical  Center’s  disability  in- 
surance program  once  he  had  used  up 


Chessie  McGee,  houseman,  McCormick 
House,  is  happy  to  be  back  at  work  thanks 
to  his  ANCHOR  coverage. 


his  sick  time  and  had  been  off  the  job 
for  1 4 days. 

McGee’s  original  investment  in 
ANCHOR  was  a commitment  to  pay 
a monthly  premium  of  $12  for  AN- 
CHOR-BIue  Cross  family  plan.  Since 
July  1st,  McGee  had  paid  $84  in  pre- 
miums, and  received  $3,707  worth  of 
health  care  services.  When  it  comes  to 
ANCHOR,  “that’s  just  like  it  is.” 

During  the  month  of  June,  ANCHOR 
will  hold  its  first  annual  open  enrollment 
period  to  provide  employes  of  the  Med- 
ical Center  with  another  opportunity  to 
join  the  program.  For  a monthly  in- 
vestment of  only  $4,  $12  or  $19  de- 
pending on  family  size,  an  employe  can 
elect  anchor’s  comprehensive  health 
care  program  for  himself  and  his  entire 
family.  It’s  a pretty  good  investment  — 
just  ask  Chessie  McGee. 

New  X-Ray  Program 
Offers  AS  Degree 


Rush-Presbyterian-St.  Luke’s  Med- 
ical Center  in  cooperation  with  the  Cen- 
tral YMCA  Community  College  will 
offer  a thirty  month  radiologic  tech- 
nology program.  Formal  affiliation  be- 
tween the  two  institutions  was  an- 
nounced today  by  Leon  Dingle,  Jr., 
Dean,  Office  of  Allied  Health  Sciences, 
Rush  College  of  Nursing  and  Allied 
Health  Sciences,  and  William  F.  Don- 
ohue, Director  of  Human  Services,  Cen- 
tral YMCA  Community  College.  Ap- 
plications for  the  Fall  semester  are  now 
being  accepted. 

Under  the  program,  the  first  year  will 
combine  academic  courses  taken  at  the 
YMCA  College,  and  clinical  courses  at 
Rush-Presbyterian-St.  Luke’s  Medical 
Center.  The  second  year  will  be  devoted 
almost  exclusively  to  clinical  training 
and  experience  at  Rush. 

According  to  Dr.  R.  E.  Buenger, 
chairman  and  professor  of  diagnostic 
radiology  at  Rush,  students  successfully 
completing  the  thirty  month  program 
will  receive  an  Associate  of  Science 
Degree  from  the  YMC.A  College  and  a 
Certificate  in  Radiologic  Technology 
from  Presbyterian-St.  Luke's  Hospital. 
They  are  then  qualified  to  take  the  reg- 
istry exam  which  is  given  by  the  .Amer- 
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ican  Registry  of  Radiologic  Technol- 
ogists. “Employment  possibilities  will 
improve  upon  successful  completion  of 
the  program,  added  Mr.  Ollie  T.  Sparks, 
technical  director,  diagnostic  radiology 
department. 

Persons  coming  into  the  program, 
initially,  with  previous  college  credit  but 
no  clinical  experience,  will  be  evaluated 
as  to  courses  taken  and  grades  received. 
The  courses  taken  should  be  the  same 
as  or  equivalent  of  those  outlined  in  the 
thirty  month  academic  curriculum  by 
Central  YMCA  Community  College. 

Those  coming  into  the  program,  in- 
itially, with  previous  experience  in 
Radiologic  Technology  or  American 
Registry  approval,  but  no  college  credit, 
will  be  evaluated  on  the  basis  of  years 
of  experience  and  the  institution  from 
which  they  received  their  training. 

Students  who  have  received  their  AA 
degree  or  have  completed  similar  pro- 
grams will  be  eligible  for  an  upper  divi- 
sion curriculum  which  is  being  planned 
at  the  Rush  College  of  Nursing  and 
Allied  Health  Sciences  for  the  Fall  of 
1973.  Students  completing  the  upper 
division  program  in  radiologic  science 
will  be  granted  the  B.S.  degree  with 
emphasis  on  teacher  preparation  or 
administration  and  the  option  to  further 
specialize  in  diagnostic,  nuclear  or 
therapeutic  radiology. 


In  cooperation  with  the  Central  YMCA  Com- 
munity College,  the  Medical  Center  will  offer 
a radiologic  technology  program  which  will 
enable  the  student  to  receive  a certificate  and 
an  Associate  of  Science  degree. 


Congratulations  to  Charlotte  Rama- 
zinski  on  her  recent  promotion  to  as- 
sistant head  nurse  on  1 1 East  Pavilion. 

Best  wishes  to  Judy  Gibson,  assistant 
head  nurse,  2 Jones,  on  her  recent  mar- 
riage to  Wally  Urban.  The  couple 
honeymooned  in  the  Bahamas. 

Dorothy  Hughes,  director,  medical 
nursing  and  Martha  Mills,  acting  direc- 
tor, pediatric  nursing,  recently  spent  a 
week  in  Fort  Lauderdale,  Florida. 

Congratulations  to  Kris  Mesiar  who 
was  recently  promoted  to  evening  su- 
pervisor in  medical  nursing. 

Vicki  Ann  Valdivia,  daughter  of  Mrs. 
Lois  Valdivia,  laundry,  was  married 
April  1 to  Joe  Ramiez  of  California,  in 
St.  Joseph  Church  in  Elgin.  The  couple 
will  reside  in  Chicago. 

Lois  Gallo,  food  service,  daughter  of 
Mrs.  Emily  Brockman,  information 
desk,  will  be  graduating  from  Holy 
Family  Academy  on  May  27.  Congrat- 
ulations. 

Mrs.  Jovita  Duran,  information  desk, 
was  recently  rewarded  for  her  efforts  as 
president  of  the  Woman’s  Auxiliary  of 
the  Cordi-Marian  Settlement  on  the 


Mrs.  Helen  Sutton,  R.Ph.,  Mile  Square  Health 
Center,  is  shown  with  Governor  Richard 
Ogilvie  after  she  was  appointed  to  the  Com- 
mission on  Sickle  Cell  Anemia.  The  com- 
mission's program  to  combat  the  disease 
covers  detecting  carriers  of  the  disease,  pro- 
viding treatment  and  genetic  counseling  and 
detecting  related  blood  problems.  Mrs.  Sut- 
ton also  serves  as  education  chairman  of  the 
North  Roseland  Community  Organization 
and  health  chairman  of  the  Leage  of  Black 
Women 


Near  West  Side.  That  organization 
sponsored  the  10th  debutant  cotillion 
for  1 6 young  women  of  Spanish-Amer- 
ican  heritage,  who  were  presented  to 
John  Cardinal  Cody  and  adult  society 
at  the  Conrad  Hilton  on  April  22.  Mrs. 
Duran  said  the  young  women  in  the 
Cordi-Marian  Cotillion  range  in  age 
from  17  to  21  and  are  chosen  on  the 
basis  of  “scholarship,  extracurricular 
activities  and  interests  and  enthusiasm.” 

Vacation  time  for  the  department  of 
radiology  was  spent  throughout  the 
world.  Dr.  and  Mrs.  Richard  Buenger 
went  to  Eluethra  Island  in  the  Bahamas 
and  to  Miami,  Dr.  and  Mrs.  John  Clark 
spent  three  weeks  in  Mexico,  Dr.  and 
Mrs.  Guy  Matthew  spent  one  week  in 
Florida,  Dr.  and  Mrs.  M.  Bogdonoff 
and  family  went  to  Panama  City,  and 
Dr.  and  Mrs.  Jerry  Petasnick  vacationed 
in  Paris,  France. 

Congratulations  to  Drs.  Margaret  and 
George  Siber  on  the  birth  of  their  son 
and  to  Marlene  and  Ray  Sturdevant, 
surgical  nursing  supervisor,  on  the  birth 
of  their  daughter. 


Dr.  George  D.  Wilbanks  (left),  chairman, 
obstetrics  and  gynecology  discusses  the  after- 
noon’s lecture  with  Dr.  Howard  C.  Taylor 
(right),  professor  emeritus,  Columbia  Pres- 
byterian, and  editor  emeritus  of  the  Journal 
of  Obstetrics  and  Gynecology.  On  April  5-6, 
Dr.  Howard,  as  the  1972  James  E.  Fitzgerald 
Visiting  Professor  presented  “The  Develop- 
ment of  Family  Planning  Services  in  De- 
veloping Countries”  and  “Pelvic  Pain:  Psycho 
Versus  Somatic”  and  conducted  informal  res- 
idents rounds.  April  5 designated  Affili- 
ate’s Day  with  members  of  the  OB/GYN 
staffs  of  the  affiliated  hospitals  invited  for  a 
day  of  “cordiality,  conviviality  and  scientific 
exploration.”  A program  involving  demon- 
strations in  laparoscopy,  colposcopy,  and 
fetal  monitoring  also  was  presented. 
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Employe  Fashion 
Show  Highlights 


“...In  The  Picture 
Of  Health” 


House  Staff  Donates 
$1,000  For  Room  3 
At  LADS 


The  House  Staff  Association  has  do- 
nated $ 1 ,000  to  Lau ranee  Armour  Day 
School.  The  funds  have  been  used  to 
equip  Room  3,  a classroom  of  educa- 
tional materials  and  toys  for  the  school’s 
two  and  three  year  olds. 

In  honor  of  the  house  staff,  the  school 
and  Parents’  Association  held  an  open 
house  on  Thursday,  April  20  and  pre- 
sented a plaque  which  will  be  placed 
in  Room  3. 


Gloria  Quarles,  secretary,  surgical  nursing 
was  chairman  of  the  fashion  show  committee 
and  also  commentator. 


Brenda  Johnson,  ambulatory  care  adminis- 
tration. 


James  Harper,  Mile  Square  Health  Center 
MYM  among  the  models  on  March  23  in  A. 
B.  Dick  Auditorium. 


Maureen  Albrecht,  admitting. 


The  week  of  May  7-13  is  National 
Hospital  Week  and  Presbyterian-St. 
Luke’s  will  join  with  some  7,000  other 
hospitals  throughout  the  nation  in  ob- 
serving the  event. 

For  this  Medical  Center  to  function 
efficiently  and  productively  it  takes 
4,200  employes  and  a medical  staff  of 
over  700.  Each  employe  is  a specialist 
— the  x-ray  technician,  the  nurse’s  aid, 
the  engineer  in  the  physical  plant  and 
the  maid  in  housekeeping.  Each  takes 
pride  in  the  role  he  plays  in  the  de- 
livery of  health  care  to  over  26,000 
yearly  inpatients  and  over  100,000 
Health  Center  outpatients. 

In  a recent  letter  to  employes,  Dr. 
James  A.  Campbell,  Medical  Center 
president,  expressed  it  this  way:  “This 
is  National  Hospital  Week,  when  the 
nation  pays  special  tribute  to  its  hos- 
pitals. Rush-Presbyterian-St.  Luke’s 
would  like  to  pass  that  tribute  on  to  you 
because  we  know  it’s  you,  in  coopera- 
tion with  the  attending  medical  staff, 
who  plays  the  leading  role  in  keeping 
the  health  care  picture  bright  for  our 
patients  — not  just  this  week,  but  all 
year  long.  So,  take  a well-earned  bow.” 

National  Hospital  Week,  an  event 
sponsored  annually  by  the  American 
Hospital  Association,  provides  hos- 
pitals with  an  opportunity  to  tell  the 
public  more  about  hospitals  in  particular 
and  more  about  health  care  in  general. 
On  May  9 and  1 1 at  1 p.m.,  Presby- 
terian-St. Luke’s  will  conduct  public 
tours  through  various  Medical  Center 
facilities.  Interested  friends  and  relatives 
of  employes  and  patients  are  asked  to 
call  the  volunteer  office  at  942-5579  and 
make  arrangements  for  the  tour. 


WE  WANT  T«i 


Steve  Sanchez,  welder,  is  shown  at  the  Ever- 
green Plaza  Art  Show,  March  26,  27,  with 
his  exhibit  of  metal  sculptures.  Steve  has 
displayed  his  creations  of  animals  and  cars 
in  the  Employe  Art  Elair,  the  display  case 
and  also  the  Chicago  Lawn  Branch  Library. 

His  work,  “Llama,”  won  first  of  show  in 
1971  and  second  in  1972  at  the  Chicago 
Lawn  Art  Fair  held  along  63rd  Street. 


NATIMAL  HOSPITAL  WEEK 
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Nurse  Recruitment 
Seminar  Held 


The  nursing  staff  education  depart- 
ment recently  presented  “Medical  Cen- 
ter Nursing  1972”  for  over  200  senior 
nursing  students  from  Chicago  and 
surrounding  areas. 

On  Wednesday  and  Friday,  March  8 
and  10,  the  program  included  the  fol- 
lowing presentations,  “Care  and  Treat- 
ment of  Cardiac  Patient  in  Pediatrics,” 
Martha  Mills,  R.N.,  director  pediatric 
nursing,  and  Joyce  Zemrow,  R.N.,  assis- 
tant director;  “Changing  Role  of  the 
Psychiatric  Nurse,”  Kathy  Sharer,  R.N., 
clinical  specialist;  “Oncology-Nurse 
Clinician  — Who  is  She?”  Harriet 
Mohline,  R.N.,  nurse  clinician,  Mary 
Kinderski,  R.N.,  nurse  clinician;  “The 
Expanded  Role  for  the  RN-Medical 
Nurse  Associate,”  Linda  Clemmings, 
instructor,  M.N.A.  Program;  “Care  of 
the  Patient  with  a Total  Hip  Replace- 
ment,” Sandy  Graves,  R.N.,  evening 
supervisor;  “Care  of  Patient  with  a 
Radical  Vulvectomy,”  Barbara  Witt, 
R.N.,  staff  nurse;  “Fetal  Monitoring,” 
Shirley  Stavinga,  R.N.,  assistant  head 
nurse;  “The  Expanded  Role  for  the  RN- 
Pediatric  Nurse  Assistant,  Patricia 
Rychtanek,  R.N.,  pediatric  nurse  prac- 
titioner. 

Responsible  for  organizing  the  pro- 
gram were  these  members  of  the  nurs- 
ing staff  education  department:  Judy 
Jezek,  director;  Carol  Middleton,  as- 
sistant director;  and  Barbara  Hillyer, 
instructor. 


Dr.  Charles  Goodwin  (left),  surgical  resident, 
was  recently  awarded  the  Outstanding  Service 
Award  for  1972  from  the  Father  Kelly’s 
Home  for  Boys.  Dr.  Goodwin  was  unan- 
imously chosen  for  this  award  by  the  admin- 
istration, the  staff,  and  the  boys  for  his  out- 
standing service  over  the  past  three  years.  He 
is  shown  receiving  the  award  from  the  Su- 
perintendent, Right  Reverend  Monsignor 
Edward  J.  Kelly. 


Trustees,  Staff  Honored 
For  Years  Of  Service 

On  April  25,  the  Board  of  Trustees 

appreciation  were  presented  to  the  fol- 

held  its  annual  Trustee-Staff  Dinner  in 

lowing  by  Edward  Blettner,  chairman 

Room  600.  At  that  time  29  members  of 

of  the  executive  board  and  chairman  of 

the  staff  and  trustees  were  honored  for 

the  trustees: 

their  years  of  service.  Certificates  of 
45  Years  (1927) 

Dr.  Egbert  H.  Fell 

Dr.  Richard  C.  Gamble 

Dr.  Stanton  A.  Friedberg 

Dr.  Vernon  M.  Leech 

Dr.  William  F.  Geittmann 

Dr.  Clayton  J.  Lundy 

Dr.  Francis  J.  Gerty 

Dr.  Carl  O.  Rinder 

Dr.  James  W.  Merricks 

Dr.  Edwin  M.  Smith 

Dr.  Alfred  Rasmussen 

40  Years  (1932) 

Dr.  Noel  G.  Shaw 
Dr.  E.  Lee  Strohl 

Dr.  Geza  deTakats 
Dr.  Emil  Deutsch 

30  Years  (1942) 

Dr.  S.  C.  Henn 

Dr.  Raymond  M.  Galt 

Dr.  Eric  Oldberg 

Dr.  Francis  W.  Hetreed 

Dr.  Fred  O.  Priest 

Dr.  Vladimir  G.  Urse 

Dr.  Howard  Wakefield 
Dr.  Willard  L.  Wood 

25  Years  (1947) 

35  Years  (1937) 

Dr.  Osmund  H.  Akre 
Mr.  John  P.  Bent 

Dr.  Richard  B.  Capps 

Dr.  R.  Gordon  Brown 

Dr.  Willis  G.  Diffenbaugh 

Dr.  Joseph  S.  Haas 

Judie  Miller 
Tells  Of  The  AAMA 

Mrs.  Judie  Miller,  secretary,  steroid 
unit,  was  recently  elected  recording 
secretary  of  the  Chicago  chapter  of  the 
American  Association  of  Medical  As- 
sistants. Judie,  who  has  been  employed 
at  the  Medical  Center  for  2Vi  years, 
believes  that  the  organization  has  given 


her  the  opportunity  to  attend  educa- 
tional symposiums  and  seminars  which 
have  helped  her  in  her  job.  She  hopes 
to  acquaint  her  fellow  employes  with  the 
purpose  and  benefits  of  the  AAMA. 

According  to  Judie,  membership  in 
the  American  Association  of  Medical 
Assistants  is  open  to  all  assistants, 
secretaries,  bookkeepers,  nurses,  tech- 
nicians and  receptionists  employed  or 
supervised  by  licensed  physicians  or 
accredited  hospitals.  It  is  the  only  med- 
ical assistants  organization  to  have 
merited  official  commendation  by  the 
American  Medical  Association.  It  pro- 
vides continued  education  and  profes- 
sional stimulation,  publishes  a profes- 
sional journal  and  holds  meetings. 

One  of  the  main  objectives  of  the 
organization,  Judie  said,  is  “to  inspire 
its  members  to  render  honest,  loyal  and 
more  efficient  service  to  the  profession 
and  to  the  public  which  they  serve.” 

For  more  information  concerning 
this  organization  contact  Mrs.  Miller  at 
extension  5946. 
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Professional 

Activities 


Dr.  H.  Robert  Miscnhimer,  director, 
perinatal  biology,  and  associate  profes- 
sor of  obstetrics  and  gynecology,  pre- 
sented “Examination  of  the  Recently 
Delivered  Human  Placenta  by  Phase 
Microscopy,”  to  the  Chicago  Gyne- 
cological Society  on  March  17. 

Dr.  Armando  Susmano,  assistant  pro- 
fessor of  medicine  and  assistant  attend- 
ing physician,  recently  spoke  to  the 
Chicago  Society  of  Internal  Medicine 
on  “Coronary  Arteritis  in  Rheumatoic 
Arthritis.” 

Dr.  Edwin  C.  Graf,  associate  profes- 
sor of  urology  and  attending  surgeon, 
partieipated  in  a panel  diseussion  of 
“How  I Do  It”  — Psyeloplasty,”  at  the 
March  1 meeting  of  the  Chicago  Uro- 
logical Society. 

Dr.  E.  Lee  Strohl,  professor  of  gen- 
eral surgery  and  attending  surgeon,  dis- 
cussed “Physicians  — Musicians”  at  the 
International  College  of  Surgeons  Hall 
of  Fame  on  March  14. 

Dr.  Clarence  W.  Monroe,  associate 
professor  of  plastic  and  reconstructive 
surgery  and  attending  surgeon,  pre- 
sented “Lip  and  Nose  Contour  and 
Symmetry”  on  Mareh  9 at  a Chieago 
Society  of  Plastic  Surgery  meeting  de- 
voted to  Problems  in  the  Management 
of  Cleft  Lip  and  Palate. 

Dr.  Marvin  Schwarz,  assistant  pro- 
fessor of  psychiatry  and  assistant  at- 
tending physician,  presented  “Reeogni- 
tion  and  Treatment  of  the  Minimaly 
Brain  Damaged  Child”  at  the  Midwest 
Clinical  Conference  of  the  Chicago  Pe- 
diatric Society  and  the  Illinois  Chapter, 
American  Academy  of  Pediatrics  on 
March  8. 

Dr.  Steven  G.  Economou,  professor 
of  general  surgery  and  attending  sur- 
geon, presented  “Role  of  the  Surgeon  in 
Hodgkin’s  Disease”  on  Mareh  8 for  the 
Instruction  Course  No.  1 devoted  to 
Surgery. 

Dr.  George  H.  Conner,  associate  pro- 
fessor of  otolaryngology  and  broneho- 
esophagology,  and  associate  attending 
surgeon,  was  a panelist  for  a diseussion 
of  “Diagnosis  and  Management  of  Neek 
Swellings,”  on  March  8 at  the  Chicago 
Laryngological  and  Otological  Society 
meeting. 

Dr.  Ernest  Fordham,  chairman,  nu- 
clear medicine,  and  attending  physician, 
recently  discussed  the  subjeet  of  nuclear 


medicine  and  cancer  at  a meeting  of  the 
Woman’s  Association  of  Morgan  Park 
Presbyterian  Church. 

Dr.  Francis  M.  Howard,  assistant 
professor  of  orthopedic  surgery,  and  as- 
soeiate  attending  surgeon,  diseusses 
advances  in  surgical  treatment  of  ar- 
thritis in  the  new  16mm  color  film  “Ar- 
thritis — All  Kinds  of  Trouble,”  spon- 
sored by  the  Illinois  Chapter  of  the  Ar- 
thritis Foundation. 

Dr.  Richard  L.  Hughes,  ehief,  pul- 
monary laboratory,  and  medical  direc- 
tor, inhalation  therapy,  spoke  on  March 
15  at  the  last  meeting  of  the  Respiratory 
Gas  Club  for  the  year  197 1-1972  which 
was  held  at  the  Tuberculosis  Institute 
of  Chicago  and  Cook  County.  His  topic 
was  “Improved  Methods  of  Exercise 
Analysis.”  Dr.  Hughes  is  conducting  a 
demonstration  project  in  respiratory 
care  and  rehabilitation  with  a $10,000 
grant  from  the  Christmas  Seal  fund. 

Dr.  Hassan  Najafi,  professor  of  car- 
diovascular surgery  and  attending  sur- 
geon discussed  “Traumatic  Innominate 
A-V  Fistula  and  Fale  Aneurysm”  on 
Thursday  Mareh  during  a program  of 
motion  pictures  presented  during  the 
Midwest  Clinical  Conference. 

Dr.  Hushang  Javid,  professor  of  car- 
diovascular surgery  and  attending  sur- 
geon also  discussed  a motion  picture  he 
made  entitled  “Left  Ventricular  In- 
farctectomy  and  Repair  of  Perforated 
Ventricular  Septum”  on  Mareh  10. 

Dr.  Paul  H.  Holinger,  professor  of 
laryngology  and  broneheosophagology 
and  attending  surgeon  presented  “La- 
ryngeal Trauma”  on  Mareh  8 to  the  Chi- 
cago Laryngological  and  Otological 
Society. 

Dr.  Edward  Holmblad,  professor 
emeritus  of  surgery  and  eonsultant  for 
the  Chieago  Board  of  Health  was  nom- 
inated by  the  Board  for  honors  as  an 
outstanding  citizen.  He  developed  first 
aid  stations  at  O’Hare  Airport  which 
served  1 1,000  eases  in  1969. 

John  Soderholm,  assistant  to  the 
vice  president,  health  eare  planning, 
attended  a Chicago  Hospital  Council 
meeting  on  March  22  which  was  devoted 
to  HMO’s.  Mr.  Soderholm  discussed 
HMO  developmental  problems  and  op- 
erational practicalities. 

Dr.  Robert  Kark,  director,  renal  and 
nutrition  and  professor  of  medicine,  at- 
tended a symposium  sponsored  by  the 
State  University  of  New  York  at  Buffalo 
on  March  9 and  spoke  on  the  various 
aspects  of  renal  disease  and  renal  bi- 
opsy. Dr.  Kark  also  attended  the  Food 
and  Nutrition  Board,  National  Research 


Council  meeting  in  Washington,  D.C. 
and  the  annual  meeting  of  the  Executive 
Committee  of  the  Board  of  Governors, 
American  College  of  Physician,  Phil- 
adelphia. 

Dorian  Newsome,  inhalation  therapy 
technician,  recently  received  a scholar- 
ship from  the  Tuberculosis  Institute  of 
Chicago  and  Cook  County. 

Dr.  Lester  E.  Fisher,  consulting  sci- 
entist in  microbiology  and  director, 
Lincoln  Park  Zoo,  recently  spoke  on 
“Vanishing  African  Animals”  at  Rich 
Central  High  School  for  the  benefit  of 
the  American  Field  service.  Dr.  Fisher 
was  the  final  speaker  in  a series  of  nat- 
ural history  lectures. 

Dr.  Martin  C.  McGurrin,  instructor 
in  sociology  appeared  as  a panel  mem- 
ber on  Channel  7’s  television  program. 
Exposure,  March  25.  The  subject  was 
“Sex,  Pornography  and  Obscenity.” 

Dr.  David  C.  Garron,  associate  pro- 
fessor of  psychology  and  senior  sci- 
entist, delivered  a paper,  March  28,  at 
the  Centennial  Symposium  on  Hunting- 
ton’s Chorea,  under  the  auspices  of  the 
World  Federation  of  Neurology  in 
Columbus,  Ohio.  Dr.  Garron’s  paper 
was  entitled  “Huntington’s  Chorea  and 
Schizophrenia.” 

Presented  at  the  meeting  of  the  In- 
ternational Academy  of  Pathology  in 
Cincinnati  in  March  14-18  were  the  fol- 
lowing papers;  “The  Tumorigenic  Ac- 
tion of  Lead  in  Rats’  by  Philip  Coogan, 
Larry  Stein,  George  Hsu  and  George 
Hass;  “A  Severe  Nephrosis  Produced  by 
the  Carboxypeptidase  A.  Inhibitor 
Bromoacetyl-D-phenylalanine”  by  Geo- 
rge Hsu,  George  Kalin  and  G.  Michael 
Hass;  “Effects  of  Immunization  of  Nor- 
mal and  Magnesium  Rats  with  Live 
Lymphoma  Cells”  by  Patricia  Mc-> 
Creary,  Grant  Laing,  and  George  Hass. 

Presented  at  the  American  Associa- 
tion of  Neuropathologists  on  March  1 1 
was  “Ultrastructural  Studies  in  Experi- 
mental Lead  Encephalopathy”  by  R.  A. 
Clasen,  S.  Pandolfi,  P.  S.  Coogan,  I. 
Laing,  R.  A.  Becker  and  J.  F.  Hart- 
mann. 

Leonard  Weather  and  Marvin  Clif- 
ton, entering  students.  Rush  Medical 
College,  attended  the  8th  Annual  Stu- 
dent National  Medical  Association  Con- 
vention in  Detroit  on  March  30-April  2. 
Among  800  other  delegates.  Weather 
participated  in  the  session  on  Drug 
Abuse  while  Clifton  discussed  Sickle 
Cell  Anemia.  Leonard  Weather  was 
elected  national  recording  secretary. 

Dr.  Howard  H.  Sky-Peck,  chairman, 
biochemistry  and  professor  of  biochem- 
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istry,  spoke  at  the  session  on  medical 
technology  at  the  annual  Great  Lakes 
Health  Congress,  April  17-19.  His  sub- 
ject was  “Computers,  Software,  Labora- 
tory Operation,  and  the  Technologist.” 


MEETINGS  HELD 

• The  department  of  therapeutic  radi- 
ology and  the  section  of  medical  radia- 
tion physics,  was  the  host  for  a day-long 
joint  session  between  the  American  As- 
sociation of  Physicist  in  Medicine  and 
the  Metropolitan  Association  of  Ther- 
apeutic Radiologist  on  the  subject  of 
precision  necessary  in  radiation  therapy. 
Over  90  participants  were  present  for 
the  program  on  Saturday,  February  26. 
In  addition  to  the  Chicago  and  environs 
participants  there  were  representatives 
from  Milwaukee,  Rockford,  Madison 
and  St.  Louis. 

• The  child  psychiatry  section  of  the 
department  of  psychiatry  hosted  a sci- 
entific meeting  and  dinner  at  the  Room 
600  on  February  1 . Dr.  Pieter  De  Vryer, 
director  of  the  Pritzker  Children’s  Hos- 
pital, presented  an  original  paper  en- 
titled “Something  Old  and  Something 
New;  the  Dynamics  of  Growth  and  De- 
velopment of  an  Institution.”  Dr. 
William  Pieper,  assistant  professor  of 
psychiatry  and  assistant  attending  phy- 
sician, was  discussant.  Included  among 
the  guests  for  the  evening  were  directors 
of  training  as  well  as  residents  from 
various  psychiatric  programs  through- 
out the  city. 

• In  conjunction  with  the  21st  Annual 
Session  of  the  American  College  of  Car- 
diology held  March  1-5  at  the  Conrad 
Hilton,  the  Medical  Center  presented  a 
cardiac  clinic  entitled  “Patient  Man- 
agement after  Cardiac  Surgery.”  The 
agenda  included  an  introduction  by  Dr. 
Richard  A.  Carleton,  director,  cardio- 
respiratory, and  the  following  presen- 
tations: Dr.  Hassan  Najafi,  “Myocardial 
Sequelae  of  Cardiopulmonary  Bypass”; 
Dr.  I.  Drummond  B.  Rennie,  “Preven- 
tion of  Renal  Failure”;  Dr.  Marshall  D. 
Goldin,  “Postoperative  Respiratory  As- 
sistance”; Dr.  Stuart  Levin,  “Analysis 
of  Postoperative  Fever”;  Dr.  Fedor  W. 
Bachmann,  “Diagnosis  and  Managment 
of  Bleeding  after  Cardiac  Surgery”;  Dr. 
Stanley  J.  Heller,  “Management  of  Ar- 


rhythmias”; Dr.  Robert  G.  Hauser. 
“Management  of  Low  Cardiac  Output.” 
• On  March  14  the  Chicago  Heart  As- 
sociation Cardiovascular  Surgery  Com- 
mittee sponsored  a dinner  seminar  for 
doctors  and  nurses  on  “Surgical  Treat- 
ment for  Coronary  Heart  Disease”  at 
the  Medical  Center.  Dr.  Hassan  Najafi, 
professor  of  cardiovascular  and  thor- 
acic surgery,  and  chairman  of  the  car- 
diovascular surgery  committee  served 
as  moderator  for  the  panel.  Dr.  Mark 
H.  Lepper,  dean.  Rush  Medical  College 
and  president  of  the  Chicago  Heart  As- 
sociation extended  a welcome  to  those 
in  attendance.  Speaking  were  Dr. 
Richard  A.  Carleton,  “Patient  Evalua- 
tion”; Dr.  James  G.  Clark,  “Coronary 
Angiography”;  Dr.  C.  Frederick  Kittle, 
“Left  Ventricular  Aneurysm”;  Dr. 
Hushang  Javid,  “Left  Ventricular  Sep- 
tal Performation”;  Dr.  Marshall  Goldin, 
“Post  Operative  Care”;  Mary  Doherty, 
R.N.  M.S.,  “Pre  and  Post  Operative 
Nursing  Care”;  Dr.  Stanley  K.  Brock- 
man, “Coronary  By-Pass  for  Angina 
Pectoris.” 

On  Friday,  April  7 and  Saturday, 
April  8,  the  department  of  anesthesi- 
ology hosted  a “Measurement  Work- 
shop on  Cardiac  Output,  Respiratory 
Resistance  and  Oxygen  Content”  spon- 
sored by  Lexington  Instrument  Corp- 
oration. 

The  informative  meeting  for  anesthe- 
siologists, surgeons  and  operating  room 
related  personnel  included  such  topics 
as  “The  Theory  of  the  Dye  Dilution 
Method,”  The  Oscillation  Measurement 
of  Resistance,”  and  “Catheter  and 
Sampling  System  Requirements.” 


Professorship 

Endowed 


The  Medical  Center  has  received  gifts 
exceeding  $250,000  from  the  Lowen- 
stine  Foundation  to  create  a professor- 
ship in  internal  medicine,  Edward  Blet- 
tner.  Chairman  of  the  Medical  Center’s 
Executive  Board,  recently  announced. 

Mr.  Blettner  said  the  professorship 
will  be  known  as  the  James  R.  Lowen- 
stine  Professorship  in  honor  of  the 
Chairman  of  the  Board  of  Central  Steel 
and  Wire  Co.  and  one  of  the  founders 
of  the  Lowenstine  Foundation. 

The  first  of  its  kind  at  Rush  Medical 
College,  the  professorship  was  estab- 
lished to  promote  the  philosophy  of 
medical  education  practiced  by  the  fac- 
ulty at  Rush  prior  to  the  suspension  of 
its  operations  in  1942,  which  placed 
emphasis  on  the  clinical  education  of 
the  family  doctor,  and  thus  to  provide 
additional  qualified  physicians  to  serve 
the  families  of  tomorrow.  The  donated 
funds  will  support  education  and  re- 
search specifically  devoted  to  internal 
medicine,  including  support  of  outstand- 
ing visiting  professors,  and  medical 
students,  fellows  or  faculty,  specifically 
following  the  course  of  internal  med- 
icine. 

In  announcing  the  professorship,  Mr. 
Blettner  said,  “Mr.  Lowenstine’s  con- 
tributions have  been  extremely  impor- 
tant to  the  development  of  Presbyterian- 
St.  Luke’s  Hospital  and  the  reactivation 
of  Rush  Medical  College.” 
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Ernestine  Smith  Is 
Employee  of  the  Year 


Employee  of  the  Year.  Mrs.  Ernestine  Smith 
uses  the  telephone  in  the  Central  Kitchen  as 
her  link  to  food  service  personnel  on  the 
patient  floors. 

Mrs.  Smith  stood  quietly  while  the 
audience  applauded  wildly  during 
Founder’s  Day  ceremonies  on  May  10, 
after  hearing  of  her  selection  as  Em- 
ployee of  the  Year. 

On  her  recommendation  form  for 
employee  of  the  quarter,  an  award  she 
received  in  the  winter  quarter,  1971, 
it  is  written:  “We  who  work  with  her 
feel  she  adds  to  and  is  responsible  for 
much  satisfaction  in  Food  Service.” 
That  department  is  justifiably  proud 
that  one  of  its  members  was  chosen  to 
receive  the  Medical  Center’s  highest 
award. 

Ernestine  Smith  began  her  patient 
care  career  in  1955  at  St.  Luke’s  Hos- 
pital working  the  pantry  of  “Main  16” 
— the  16th  floor  of  the  Indiana  Build- 
ing. At  that  time  food  service  was  com- 
pletely decentralized. 

“Trays  were  set  up  in  the  floor  pan- 
try. Food  was  delivered  to  the  pantries 
and  all  of  food  service  was  conducted 
by  a team  from  these  pantries,”  recalls 
Mrs.  Smith. 

Even  then  it  was  noted  that  Mrs. 
Smith  had  real  dedication.  She  was  al- 
ways on  time,  always  cheerful,  pleasant 
with  fellow  workers  and  above  all  help- 
ful to  the  patients  under  her  care. 

Learned  Every  Trayline  Station 

When  the  two  hospitals  merged,  food 
service  was  centralized,  i.e.  all  trays 
were  set  and  all  food  served  from  a 


trayline  in  the  Central  Kitchen.  Mrs. 
Smith  came  to  the  new  food  service 
facilities  and  quickly  demonstrated  her 
ability  to  adapt  to  a changed  working 
situation.  She  soon  learned  every  sta- 
tion on  the  trayline  from  which  patient 
trays  were  served.  Again  she  showed 
her  concern  for  patients  by  being  a 
careful  conscientious  trayline  server 
and  making  sure  that  the  patients’ 
trays  were  carefully  and  properly  as- 
sembled, the  food  correct  for  special 
diets  and  the  whole  tray  neat  and  ap- 
petizing appearing. 

“When  you  are  a patient  in  the  hos- 
pital, you  hope  that  all  the  personnel 
will  help  you  during  this  trying  time.” 
says  Mrs.  Smith.  “I  have  tried  to  make 
sure  that  the  patients  I was  responsible 
for  were  always  taken  care  of.” 

It  was  with  this  experienced  back- 
ground of  patient  care  in  food  service 
that  Mrs.  Smith  took  over  the  position 
of  telephone  clerk  in  the  Central 
Kitchen  office. 

Acts  as  Liaison 

“This  telephone  position,”  says  Su- 
pervisor Winifred  Ayers,  “is  a critical 
point  of  communications.”  A central- 
ized food  service  in  a hospital  whose 
patient  care  area  is  a block  long,  a 
half  block  deep  and  thirteen  stories 
high  requires  vital,  swift  and  efficient 
lines  of  communication  between  the 
actual  patient  care  area  and  the  area 
from  which  food  is  to  be  served  to  the 
patients.  The  person  in  charge  of  that 
line  of  communication  whose  respon- 
sibility is  to  answer  the  telephone  be- 
comes the  liaison  between  “upstairs” 
and  “downstairs”  food  service  em- 
ployees, dietitians,  clerks,  etc.  — as 
well  as  the  link  to  unit  management, 
nursing  and  medical  personnel  when 
patient  food  problems  arise. 

Mrs.  Smith,  in  this  important  posi- 
tion has  continued  for  1 1 years  to 
promote  good  patient  care.  Unfailingly 
courteous, ‘efficient  and  thorough,  Mrs. 
Smith  does  the  job  of  taking,  relaying 
and  expediting  messages  concerning 
patients’  food  trays.  Even  though  her 
work  area  is  a distance  from  actual 
patient  care  areas,  working  as  she  does 
with  floor  food  service  personnel,  she 
has  retained  her  concern  and  under- 
standing of  patient  needs  and  goes  to 
any  length  necessary  to  help  floor  per- 
sonnel give  the  patient  good  food  ser- 
vice. 

With  such  testimonials  to  her  credit, 
there  is  no  doubt  that  Ernestine  Smith 
deserves  to  be  Employee  of  the  Year. 


Rookies  Lead  2-0 


The  1972  season  of  the  Ms.  Hos- 
pital Softball  League  has  begun.  The 
girls  are  from  nine  Chicago  area  hos- 
pitals and  are  determined  to  play  a 
tough  game. 

The  hospitals  comprising  the  league 
are  Cook  County  Hospital,  Nurses  Res- 
idence; Ravenswood  Hospital  Medical 
Center;  Rehabilitation  Institute  of  Chi- 
cago; Children’s  Memorial  Hospital, 
Chicago  Wesley  Memorial  Hospital; 
Augustana  Hospital;  and  Rush-Presby- 
terian-St.  Luke’s  Medical  Center. 
James  Morgan,  assistant  director,  em- 
ployee relations,  is  the  manager  of  the 
Rush  team. 

According  to  Tom  Davis,  forms 
analysis,  who  is  coach  of  the  team,  the 
“rookies”  as  he  fondly  calls  them,  have 
moved  into  first  place  with  a 2-0  rec- 
ord. 

Game  one  was  played  May  5 with 
the  rookies  defeating  Chicago  Wesley 
Hospital  12  to  11. 

Game  two  found  the  rookies  out- 
scoring  Cook  County  23-13.  Leading 
the  attack  were  sluggers  Linda  Clem- 
ming, R.N.,  with  four  hits  (two  dou- 
bles, a single  and  a home  run)  and 
Pat  Lowder,  microbiology,  with  three 
hits  (single,  double  and  a home  run). 

It’s  the  rookies’  route  to  victory, 
say  Tom  Davis  and  James  Morgan. 


Employee  Award 
Committee  Named 


Members  of  the  Employee  of  the 
Quarter/Year  Nominating  Committee 
serve  for  two  years  and  are  responsible 
for  selecting  the  four  employees  of  the 
quarter  and  the  employee  of  the  year. 

Committee  members  for  1972  are 
Mrs.  Frances  McGuire,  Mile  Square 
Health  Center;  Dr.  Joseph  Muenster, 
cardio-respiratory  section,  attending 
staff;  Dr.  Richard  Gardiner,  diagnostic 
radiology  department,  house  staff;  Mr. 
Thomas  McNulty,  patient  financial  ser- 
vices; Mr.  Richard  Knutson,  ambula- 
tory care  services;  Mrs.  Clarence 
Hauge,  Woman’s  Board,  volunteer  ser- 
vices; and  Rev.  B.  R.  Pennington,  pas- 
toral care  and  education. 
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Ruby  Gilbert 
Really  Cares 


“Mrs.  Gilbert  is  concerned  for  the 
patient’s  welfare.  She  often  goes  be- 
yond the  call  of  duty  to  help  people.” 
That  statement,  perhaps  above  all,  de- 
scribes Ruby  Gilbert,  a Medical  Center 
employee  of  nearly  21  years  and  one 
devoted  to  improved  patient  care. 

Voted  Employee  of  the  Quarter, 
Mrs.  Gilbert  was  radiant  as  she  ac- 
cepted her  plaque  and  cash  award.  She 
is  presently  emergency  room  coordi- 
nator and  has  held  that  position  for 
three  and  one  half  years.  She  began 
working  at  Presbyterian  Hospital  in 
195  1 as  a nursing  unit  clerk,  progressed 
to  assistant  to  the  head  nurse,  assistant 
unit  manager  and  then  unit  manager. 

“I  remember  when  the  nurses’  res- 
idence was  on  Congress  Street,  when 
lunch  was  33  cents  and  when  several 
of  today’s  attending  physicians  were 
students,”  she  said. 

Performs  Many  Duties 

As  emergency  room  coordinator 
Mrs.  Gilbert  has  many  duties.  She 
must  fill  out  all  the  proper  forms  for 
patients  and  make  sure  they  are  di- 
rected to  the  proper  area,  medical  or 
surgical.  She  often  has  to  deal  with 
the  families  of  patients,  police  and  fire 
departments  and  social  agencies.  She 
has  to  ensure  that  transport  is  prompt, 
that  the  proper  physician  is  paged  and 
that  inhalation  therapy  and  anesthesia 
are  called  in  case  of  a cardiac  arrest. 
In  addition,  Mrs.  Gilbert  must  get  all 
past  patient  data  from  medical  records 
and  take  care  of  outpatient  discharges. 

Her  supervisor,  Mrs.  Otha  Hunter, 


Mrs.  Ruby  Gilbert,  emergency  room  coordi- 
nator takes  down  all  the  necessary  informa- 
tion from  a patient.  Mrs.  Gilbert  was  chosen 
Employee  of  the  Quarter. 

says:  “Mrs.  Gilbert  tries  to  make  sure 
that  every  patient  that  leaves  her  desk 
understands  what  he  or  she  has  to  do 
for  follow-up  care.  She  often  calls  and 
makes  appointments  for  patients  to 
make  sure  they  will  be  seen  on  a given 
date.  She  will  walk  older  people  to  the 
clinic  because  she  feels  that  if  she 
sends  them  alone  they  will  get  lost.” 

Her  fellow  employees  agree  that 
Mrs.  Gilbert  is  the  ideal  employee: 
“You  can  always  count  on  Ruby.  She 
will  work  any  shift  to  assure  that  the 
emergency  room  is  always  covered 
and  she  will  fill  in  for  other  employees 
when  they  are  ill.” 

Concern  for  Patient  Care 

“My  main  concern,”  said  Mrs.  Gil- 
bert, “is  to  make  sure  all  the  patients 
coming  into  this  emergency  room  get 
immediate  and  proper  care.  I have 
learned  that  one  minute  can  mean  the 


Employee  of  the  Quarter  candidates  included 
(left  to  right)  Mary  Eggleston,  surgical  nurs- 
ing; Ronny  L.  Kurasz,  surgical  sciences  and 
.services;  Jessie  Johnson,  psychiatric  nursing; 
Ruby  Gilbert,  ambulatory  care  service.  Em- 
ployee of  the  Quarter;  Lino  Gnesda,  physical 


plant  operations;  Jane  Phillips,  central  ser- 
vice. Not  pictured  are  Joe  Moreno,  food  ser- 
vice, and  Esther  M.  Archie,  Mile  Square 
Health  Center.  Each  candidate  receives  S50 
and  the  Employee  of  the  Quarter  receives 
5/50. 


dilfcrcncc  in  a person’s  life.  I know 
that  if  I am  fast  enough  that  patient 
will  live.” 

Mr.  Richard  Knutson,  assistant  ad- 
ministrator, ambulatory  care  services, 
believes  that  the  Medical  Center  is 
very  fortunate  to  have  Mrs.  Gilbert  as 
an  employee.  “You  can’t  beat  her  per- 
formance, loyalty  and  initiative,”  he 
added. 

In  addition  to  her  job.  Ruby  Gil- 
bert’s pride  and  joy  are  her  four  chil- 
dren, Tangee,  13  years  old  and  grad- 
uating this  year  from  St.  Andrews, 
Andre,  10,  Lamont,  8,  and  Lushawn, 
6.  Although  they  keep  her  busy  she 
has  time  for  other  worthwhile  activities. 

Donates  Time  to  Others 

Mrs.  Gilbert  is  very  active  in  church 
affairs.  She  is  also  secretary  of  her 
Elks  Club,  an  organization  which  pro- 
vides college  scholarships,  conducts 
civil  rights  drives,  holds  fashion  shows 
and  donates  funds  to  various  charities. 
A great  deal  of  its  work  is  devoted  to 
nursing  homes  and  making  sure  their 
aged  occupants  receive  proper  health 
care. 

On  June  22,  Mrs.  Gilbert  will  be  in 
Springfield  attending  the  Elks  State  As- 
sociation meeting  of  Illinois  and  Wis- 
consin. 

In  view  of  her  busy  and  active  life 
and  her  devotion  to  good  patient  care, 
it  is  an  honor  to  have  Ruby  Gilbert  at 
Rush-Presbyterian-St.  Luke’s  Medical 
Center. 

Annual  Alumni 
Meeting  to  be  Held 


The  annual  meeting  and  awards  din- 
ner of  the  alumni  association  will  be 
held  June  19  at  the  World  Trade  Club 
in  San  Francisco.  All  alumni  of  Rush 
Medical  College  and  Presbyterian-St. 
Luke’s  Hospital  are  invited  to  attend. 

Guest  speakers  will  be  Dr.  James  A. 
Campbell,  Medical  Center  president, 
speaking  on  “Rush-Presbyterian-St. 
Luke's  Medical  Center:  Its  Role  in  the 
Nation’s  Health  Care  and  Health  Ed- 
ucation,” and  Dr.  Mark  H.  Lepper. 
e.\ecutive  vice  president,  professional 
and  academic  affairs,  and  dean.  Rush 
Medical  College,  discussing  “Rush 
Medical  College:  A New  Look  at 
Medical  Education.” 

The  Distinguished  Alumnus  Award 
will  be  presented  at  this  annual  meet- 
ing. 
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EKG  by  Phone  Saves  Time,  Money,  Space 


In  March  a heart  patient  at  Stanford 
University  Hospital  relayed  his  own 
electrocardiogram  over  thousands  of 
miles  to  his  doctor  in  Manila  who  re- 
ceived the  message  on  his  own  tele- 
phone. The  signal  was  relayed  by  a 
synchronous  satellite  over  the  Pacific 
and  back  to  Stanford. 

Similarly,  transmission  of  electro- 
cardiograms by  telephone  is  a routine 
procedure  at  the  Medical  Center.  “Our 
concern,”  states  Dr.  Richard  Carleton, 
director,  cardio-respiratory,  “is  to  run 
an  efficient  EKG  facility  for  Rush-Pres- 
byterian-St.  Luke’s. 

“With  36,000  EKG’s  performed  a 
year,  our  major  concern  is  for  im- 
proved patient  care  through  a system 
which  provides  a functional  means  of 
recording,  interpreting,  storing  and  re- 
trieving EKG  data.  However,  the  po- 
tential exists  for  transmitting  cardio- 
grams to  the  Medical  Center  from  any 
place  on  earth,”  Dr.  Carleton  added. 

A Basic  Tool 

The  electrocardiogram,  a print-out 
of  the  heart’s  electrical  activity  is  a 
basic  tool  used  by  all  physicians  in  the 
diagnosis  of  a wide  variety  of  cardio- 
logic disorders.  Efficiency  and  accur- 
acy in  obtaining  cardiograms  is  cru- 
cial to  good  patient  care. 


A technician  places  special  elec- 
trodes on  the  patient.  The  heart’s  elec- 
trical signals  are  amplified  and  move  a 
pen  to  produce  a record  on  specially 
modified  paper.  In  the  past,  this  cum- 
bersome system  included  manually 
transporting  the  EKG  records  to  a cen- 
tral station,  cutting,  editing,  and  post- 
ing them  onto  a sheet  and  photocopy- 
ing prior  to  interpretation  by  a 
cardiologist.  Storage  required  relatively 
thick  sheets  of  mounted  paper  in  an 
81/2  X 11  size  file.  The  system  posed  dif- 
ficulties in  sheer  physical  space,  retriev- 
ability  of  information  and  in  servicing 
areas  such  as  Mile  Square  Health  Cen- 
ter outside  of  the  hospital  plant. 

EKG  by  Phone 

Approximately  20  months  ago  a new 
method  was  adopted  to  help  solve 
these  dilemmas.  Through  the  accessi- 
bility of  the  modern  telephone  new  mo- 
bile EKG  machines  were  purchased 
which  can  be  plugged  into  any  phone 
jack  at  the  patient’s  bedside.  These 
produce  a signal  which  is  transmitted 
through  normal  telephone  wires  to  a 
central  station  on  10  Jelke-Southcenter. 
There,  analog  EM  tapes  receive  the 
signals  which  can  be  stored,  sorted  and 
recalled  at  will.  The  central  station  not 
only  receives  EKG’s  from  the  main 


hospital  but  also  directly  from  the  out- 
patient laboratory  in  the  Professional 
building  and  from  Mile  Square.  It  is 
also  possible  to  adapt  the  system  to 
receive  EKG’s  from  the  affiliated  hos- 
pitals for  consultative  purposes. 

The  technician  plugs  the  EKG  into 
the  jack,  dials  a number  on  a standard 
touch  tone  telephone  panel  and  waits 
until  the  central  station  signals  that  it 
is  prepared  to  receive  information.  To 
permit  quality  control  and  error  detec- 
tion she  provides  the  patient  identifica- 
tion information  while  the  EKG  is  be- 
ing taken. 


Before:  The  former  system  required  a great 
deal  of  physical  space  in  order  to  store  the 
EKG’s  which  were  mounted  on  thick  sheets 
of  paper  in  an  8Vi  x II  size  file. 


After:  The  new  system  reproduces  the  EKG 
on  a microfiche  card  requiring  less  space. 


Mrs.  Pat  Shoemaker,  EKG  technician,  has  and  waits  for  the  central  station  to  signal 

prepared  the  patient,  plugged  in  the  EKG,  that  it  is  prepared  to  receive  the  information. 
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The  system  has  two  processing  units 
cither  of  which  can  serve  as  a direct 
recipient  of  the  call.  If  both  units  are 
being  used  the  technician  will  still  not 
get  a busy  signal  when  she  calls.  Three 
back-up  tape  recorders  are  provided  to 
store  EKG  information  during  times  of 
peak  demand  to  be  processed  at  a la- 
ter time  when  the  central  processing 
unit  is  less  occupied.  Thus  there  are 
actually  five  accessable  input  routes  to 
adapt  to  times  of  peak  load  without 
any  inconvenience  to  the  patient. 

Once  the  signal  is  on  stored  tape  it 
is  directed  to  an  oscilloscope  and  dis- 
played. At  this  point  it  is  automatically 
filmed  onto  a gelatin  emulsion  surface 
in  a microfiche  card  which  can  be 
photocopied  at  considerably  less  cost 
per  copy  than  the  old  system.  The  car- 
diologist then  reads  the  EKG. 

Clear  Savings 

Although  the  new  EKG  system  in- 
cludes a cost  of  $5,000  per  machine 
as  opposed  to  $1,500  for  the  old 
model,  the  resulting  efficiency  has  pro- 
duced clear  savings  in  the  course  of 
less  than  two  years  of  operations,  said 
Dr.  Carleton.  “Fewer  recording  ma- 
chines now  serve  the  hospital  of  840 
beds,  the  outpatient  lab  in  the  Profes- 
sional building  and  Mile  Square.” 

Other  advantages  include  better  res- 
olution of  cardiographic  information 
and  therefore  more  exact  duplication. 
Furthermore,  all  EKG  records  are 
stored  in  one  area  providing  instant 
access  to  previous  cardiograms.  This  is 
important  to  the  interpretation  of  a 
patient’s  current  cardiologic  problem. 

“Looking  toward  the  future  of  com- 
puter read  EKG’s  none  of  the  existing 
programs  have  proved  satisfactory  for 
electrocardiographic  interpretation  of 
single  patient  problems,”  said  Dr.  Carle- 
ton.  “This  is  in  contract  to  existing 
statistical  validity  of  two  programs  for 
screening  large  populations.  However, 
with  further  refinement  of  interpreta- 
tion programs,  cardiograms  will  be  fed 
directly  into  a computer.” 

Dr.  Carleton  added,  “Although  we 
have  not  transmitted  cardiograms  to 
Manila,  the  telephone  lines  at  the  Med- 
ical Center  are  ‘abuzz’  daily  with  cru- 
cial diagnostic  EKG  information  to 
expedite  and  improve  patient  care.” 


The  central  receiving  station  on  10  Jelke-  (seated),  EKG  systems  operator,  retrieves  the 
Southcenter  receives  the  EKG  signals  on  EKG’s  as  they  are  processed  on  microfiche 
analog  EM  tapes.  These  signals  can  he  stored,  cards.  Mrs.  Aldona  Sodonis  (standing),  EKG 
sorted  and  recalled  at  will.  Mrs.  Violet  Zolp  supervisor,  checks  a photocopied  EKG. 


Dr.  Richard  Carleton  (right),  director,  cardio-  ratory  fellow.  The  new  system  provides  better 
respiratory,  di.scus.ses  a patient’s  EKG  with  resolution  of  EKG’s  and  aids  the  cardiologist 
Dr.  William  McCormick  (left),  cardio-respi-  in  his  reading. 
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Enrollment  Begins  for  LADS  Kindergarten  Professional  Activities 


I'welve  kids  in  a room. 

A parrot  named  Pitzaritza. 

Swimming  once  a week. 

And  a huge  bundle  of  love. 

That  describes  Mrs.  Mary  Lease’s 
kindergarten  room  at  the  Laurance 
Armour  Day  School,  630  S.  Ashland. 

In  Room  6 at  LADS  a fantastic 
group  of  children  meet  to  learn  pre- 
academics, self  control  and  indepen- 
dent responsibility.  It  takes  time  to 
develop  an  atmosphere  conducive  to 
a child’s  personal  growth  and  develop- 
ment, and  Mrs.  Lease  works  with  each 
student  on  an  individual  basis,  accord- 
ing to  his  own  needs  and  interests.  At 
the  same  time,  peer  relationships  and 
mutual  group  responsibility  are  an  im- 
portant element  within  the  class. 

In  addition,  Mrs.  Lease  has  been 
holding  monthly  pot  luck  dinners  for 
the  parents  and  children  of  Room  6. 
This  provides  the  opportunity  for 
socializing  among  the  kindergartners’ 
families  and  facilitates  open  communi- 
cation channels  between  teacher  and 
parents. 

Towards  the  end  of  every  school 
year  (August  1 to  June  30)  the  school’s 
director,  Miss  Jane  Grady,  meets  with 
kindergarten  parents  to  discuss  and  as- 
sist with  first  grade  placements.  LAD’s 


Mr.  Leon  Price  has  been  appointed 
director  of  the  hospital  transport  ser- 
vice. Mr.  Price  joined  the  hospital  staff 
in  February  1967  as  a member  of  the 
laboratory  messenger  service.  He  has 
been  with  the  hospital  transport  service 
since  it  was  formed  in  November  1968 
and  has  served  as  a supervisor  since 
that  time. 

The  pediatric  playroom  under  the 
directorship  of  Elissa  Lieb  and  Donna 
Goode  held  an  art  exhibit  in  honor  of 
National  Hospital  Week  at  the  Amer- 
ican Hospital  Association  Library,  840 
N.  Lake  Shore  Drive,  May  5-20.  The 
exhibit  encompassed  sculpture,  paint- 
ings and  many  crafts  done  by  pediatric 
patients. 

Ruth  Carter,  R.N.,  and  her  husband. 


After  School  Program  will  still  be  avail- 
able to  youngsters  in  primary  grades, 
however,  on  a late  afternoon  basis. 

Laurance  Armour  Day  School  is 
now  accepting  applications  for  its  kin- 
dergarten program.  Applications  in  by 
June  30,  1972  guarantee  a child  en- 
rollment for  the  fall.  Children  must  be 
five  years  of  age  by  December  1,  1972 
to  be  eligible  for  kindergarten. 

Please  contact  Mrs.  Cynthia  Simp- 
son, social  services  coordinator,  for 
further  information  at  243-6414  or 
942-6501. 


Kindergarten  youngsters  at  Laurance  Armour 
Day  School’s  Room  6 prepare  for  an  arduous 
morning  session  of  fingerpainting. 


Steve,  a senior  medical  student  at  the 
University  of  Illinois  recently  returned 
from  Rhodesia  where  they  served  as 
medical  evangelists  at  Moshoko  Chris- 
tian Hospital.  Carter  is  a deacon  and 
his  wife  is  a deaconess  at  First  Chris- 
tian Church,  which  provided  a major 
portion  of  their  support  while  they 
were  in  Africa. 

Dr.  Suresh  Patel,  assistant  professor 
of  diagnostic  radiology  and  assistant 
attending  physician,  recently  returned 
from  a week’s  trip  to  Las  Vegas. 

Dr.  David  Katz,  associate  professor 
of  anesthesiology  and  associate  attend- 
ing anesthesiologist,  exhibited  his  sculp- 
ture at  the  Northbrook  Public  Library, 
April  24-May  8. 


Dr.  Harry  Southwick,  chairman  and 
professor  of  general  surgery,  spoke  to 
the  Adams  County  unit  of  the  Amer- 
ican Cancer  Society  on  April  14  and 
taped  a television  program  on  cancer 
for  “Face  the  Tri-States,”  which  is 
aired  over  KHOA,  the  CBS  station  in 
Quincy. 

Donald  L.  Duster,  Medical  Center 
associate,  has  been  re-elected  to  a sec- 
ond term  on  the  board  of  directors  of 
the  Council  for  Community  Services 
in  Metropolitan  Chicago.  Mr.  Duster 
is  a member  of  the  Council’s  commit- 
tee on  public  policy. 

Dr.  Samuel  G.  Taylor,  consulting 
physician  and  professor  of  medicine, 
presented  “Chemotherapy  in  Cancer” 
to  the  American  Association  of  Rail- 
way Surgeons  on  April  27-28.  Dr. 
Taylor  is  the  recipient  of  a $77,552 
grant  from  the  NIH  National  Cancer 
Institute. 

Leonard  Weather,  entering  student. 
Rush  Medical  College,  presented  a lec- 
ture on  drug  abuse  on  April  27  to 
second  year  Northwestern  University 
medical  students  for  their  “Community 
Health”  course. 

Dr.  Janet  Walter,  associate  attending 
physician  and  associate  professor  of 
medicine,  recently  attended  a luncheon 
of  the  Women’s  Board  of  the  Chicago 
unit  of  the  American  Cancer  Society. 
Luncheon  was  held  for  the  women  who 
campaign  for  funds. 

Dr.  Will  G.  Ryan,  associate  director, 
endocrinology  and  metabolism  and  as- 
sociate attending  physician,  gave  a lec- 
ture entitled  “A  History  of  Diabetes” 
at  Community  Memorial  General  Hos- 
pital in  La  Grange. 

Dr.  Jorge  Galante,  chairman  and 
professor  of  orthopedic  surgery,  pre- 
sented “Fiber  Metal  Composites  in  the 
Fixation  of  Skeletal  Prosthesis”  at  a 
Symposium  on  Materials  and  Design 
Considerations  for  the  Attachment  of 
Prosthesis  to  the  Musculo-Skeletal  Sys- 
tem at  Clemson  University,  Clemson, 
South  Carolina.  Dr.  Galante  also  pre- 
sented a paper  entitled  “Mechanical 
Fixation”  at  the  Workshop  on  Funda- 
mental Studies  for  Internal  Structural 
Prosthesis,  Committee  on  Prosthetics 
Research  and  Development,  April  14 
in  Charlottesville,  Virginia. 


Corridor  News 
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At  the  recent  Trustee-Staff  Dinner,  John  P. 
Bent  (left),  member  of  the  Medical  Center’s 
Executive  Board  and  chairman  of  its  com- 
munications and  special  organizations  com- 
mittee, iras  honored  for  his  25  years  of  ser- 
vice to  Rush-Preshy terian-St.  Luke’s.  Mr. 
Edward  Blettner  (right),  chairman.  Executive 


Board,  made  the  presentation. 

Mr.  Bent  urn  president  of  St.  Luke's  Hospital 
hoard  at  the  time  of  the  merger  of  the  two 
institutions.  He  also  served  as  vice-chairman 
and  chairman  of  the  Presbyterian-St.  Luke’s 
Hospital  Board  of  Trustees. 


Dr.  Marianne  N.  O'Donogliue,  as- 
sistant professor  of  dermatology  and 
assistant  attending  physician,  was  the 
guest  speaker  at  a series  of  lectures  on 
geriatric  nursing  held  at  the  La  Grange 
Colonial  Manor  Nursing  Home. 

Mi.ss  Peggy  Lusk,  counselor,  nurs- 
ing, recently  attended  the  Annual  Na- 
tional Conference  of  the  National  As- 
sociation of  Deans  and  Counselors  held 
in  New  York  City.  Miss  Lusk  is  a 
member  of  the  Executive  Board  of  the 
Illinois  Association  of  Deans  and  Coun- 
selors. 

Miss  Mary  Kinderski,  R.N.,  clinical 
specialist,  recently  spoke  at  a confer- 
ence on  current  approaches  to  research 
and  treatment  of  cancer  sponsored  by 
the  Central  Planning  Committee  of 
Bloomington  Normal  Nursing  Clinics 
and  the  McLean  County  unit  of  the 
American  Cancer  Society. 

Rev.  David  Roadhouse,  instructor  in 
pastoral  counseling,  recently  discussed 
“Death  and  Youth”  at  the  May  4 meet- 
ing of  the  Council  of  Proviso  Clergy. 

Dr.  H.  Robert  Misenhinier,  direc- 
tor, perinatal  biology  and  associate 
professor  of  obstetrics  and  gynecology, 
spoke  on  the  “Physiologic  Control  of 
Uterine  Activity”  at  the  Fourth  Inter- 
national Meeting  of  Anesthesiology, 
Analgesia  and  Resuscitation,  March 


29-30  in  Paris,  France.  Dr.  Misenhimer 
has  been  invited  to  present  a paper  on 
“Impaired  Uterine  Artery  Blood  Flow 
Preceding  Pregnancy  in  the  Rhesus 
Monkey”  at  the  Third  Conference  of 
Experimental  Medicine  and  Surgery  in 
Primates,  June  19-21  in  Lyon,  France. 

Attending  the  National  Meeting  of 
the  Gynecologic  Oncology  Group,  a 
nation-wide  interdisciplinary  coopera- 
tive organized  to  study  gynecologic 
cancer  were  the  following  members  of 
the  Rush  faculty:  Dr.  George  D.  Wil- 
banks, chairman  and  professor,  obstet- 
rics and  gynecology,  who  is  Principle 
Investigator  for  Rush  and  a member  of 
the  GOG  Executive  Committee  and 
Protocol  Committee;  Dr.  Robert  Slay- 
ton, associate  professor  of  medicine 
and  associate  attending  physician,  and 
a member  of  the  Chemotherapy  Com- 
mittee; Dr.  Ale.xander  Miller,  associate 
professor  of  pathology  and  associate 
attending  pathologist,  and  a member 
of  the  Pathology  Committee;  and  Dr. 
Denes  Orban,  director,  gynecologic  on- 
cology and  associate  professor  of  ob- 
stetrics and  gynecology,  and  Dr.  V. 
Sa.xena,  associate  professor  of  thera- 
peutic radiology,  and  attending  physi- 
cian. 

Dr.  Harold  Steinberg,  associate  pro- 
fessor of  medicine  and  associate  attend- 


ing physician,  recently  attended  the 
International  Congress  on  Obstructive 
Lung  Disease  of  the  American  College 
of  Chest  Physicians  which  was  held  in 
Israel.  Dr.  Steinberg  spoke  on  “Occu- 
pational Lung  Disease.” 

Dr.  Steven  Economou,  attending 
surgeon  and  professor  of  surgery  has 
been  named  chairman  of  the  Profes- 
sional Education  Committee  of  the 
American  Cancer  Society,  Illinois  Di- 
vision. 

Dr.  Frederick  Malkinson,  chairman 
and  professor  of  dermatology,  spoke 
on  the  “Effects  of  Hydroxyurea  and 
Radiation  on  Hair  Matrix  Cells,”  at 
the  35th  annual  meeting  of  the  Society 
for  Investigative  Derm.atology  held  in 
Atlantic  City  on  April  28. 

Dr.  Max  S.  Sadove,  chairman  and 
professor  of  anesthesiology,  attended 
the  South  Dakota  Association  of  Nurse 
Anesthetists  meeting  on  April  22-23 
and  spoke  on  “Halothane  Anesthesia” 
and  “Problems  of  Drug  Abuse  and 
Drug  Interaction.”  On  April  26,  Dr. 
Sadove  spoke  on  “Innovar”  to  the  Fort 
Wayne,  Indiana  Anesthesiology  So- 
ciety. 

Dr.  Malachi  J.  Flanagan,  associate 
attending  surgeon  and  associate  profes- 
sor of  urology,  was  recently  appointed 
to  the  Examination  Committee  of  the 
American  Board  of  Urology.  This 
newly  formed  committee  has  been  di- 
rected by  the  Board  to  review  the  ex- 
amination process  for  certifying  urolo- 
gists. 


OPEN  ENROLLMENT 
SELECT  AN  INSURANCE  PLAN 
OF  YOUR  CHOICE  DURING 
THE  HOSPITAL’S  OPEN  EN- 
ROLLMENT PERIOD  JUNE  12 
THROUGH  JUNE  23. 
MEMBERSHIP  IS  OPEN  FOR: 
ANCHOR-BLUE  CROSS  PLAN 
OR 

BLUE  CROSS-BLUE  SHIELD 
PLAN. 

ELIGIBLE  DEPENDENTS  MAY 
ALSO  BE  ADDED  AT  THIS 
TIME.  FOR  FURTHER  INFOR- 
MATION CONTACT: 

WAGE  AND  SALARY 
ADMINISTRATION— 6635 
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Woman’s  Board 
News 


A luncheon  honoring  the  Presbyterian  and 
Episcopal  Church  delegates  to  the  Woman’s 
Board  held  May  8 in  Schweppe-Sprague 
Hall.  Gathered  around  the  groups’  project, 
the  Divcrsional  Therapy  Cart  are  (left  to 
right)  Mrs.  Robert  V.  Jaros,  delegate  from 
the  Presbyterian  Church,  Lake  Forest,  Mrs. 
Calvin  D.  Trowbridge,  chairman,  Presby- 
terian delegates,  Mrs.  E.  H.  Leedy,  chairman, 
Epi.scopal  delegates.  Airs.  George  KedI,  dele- 
gate, and  Miss  Jane  Wheeler  Warren,  di- 
rector, volunteer  services. 

• Friday,  April  2 1 was  Tag  Day  for 
the  member  agencies  of  the  Chil- 
dren’s Benefit  League  of  Chicago 
and  Suburbs.  Mrs.  Clarence  Hauge, 
chairman  of  the  Woman’s  Board 
Tag  Day  Committee  reports  that 
$2,900  was  collected  for  the  hospi- 
tal’s Child’s  Free  Bed  Fund.  Women 
from  the  Episcopal  and  Presbyterian 
Churches  affiliated  with  the  Board, 
Junior  Associates,  and  Board  mem- 
bers volunteered  to  participate  in 
Tag  Day. 

Tag  Day  was  started  in  1907  by 
the  Woman’s  Board  of  Presbyterian 
Hospital.  So  successful  was  the  ap- 
peal that  other  agencies  joined  and 
the  Children’s  Benefit  League  was 
founded.  Over  the  years  the  organi- 
zation has  raised  more  than  $5.5 
million  dollars. 

• Mrs.  F.  Richard  Meyer  III,  presi- 
dent, Woman’s  Board,  welcomed  the 
West  Suburban  Hospital  Auxiliary 
on  May  5.  Mrs.  Meyer  invited  the 
auxiliary  of  this  newly  atfiliated  com- 
munity hospital  to  visit  and  hold  its 
May  meeting  at  the  Medical  Center. 
The  format  of  the  day  followed  that 
of  the  monthly  meetings  of  the  hos- 
tess board.  Following  the  meeting 
conducted  by  the  president,  Mrs. 
Harold  A.  Sofield,  the  auxiliary  met 


for  luncheon  in  Room  600  and  then 
went  on  a guided  tour  through  some 
of  the  areas  supported  by  the  Wo- 
man’s Board  — Patients’  Library, 
Chapel,  Gift  Shop,  Tea  Room,  Pe- 
diatrics and  Volunteer  Oflfice. 

• Two  benefit  teas  were  recently  held 
with  proceeds  going  to  free  care  for 
children.  On  May  15  a tea  for  the 
Fourth  Presbyterian  Church  mem- 
bers was  held  at  the  home  of  Mrs. 
Edwin  W.  Sims,  Jr.  Guest  speaker 
was  Dr.  William  Hejna,  associate 
dean,  surgical  sciences  and  services 
and  assistant  professor  of  orthopedic 
surgery.  The  Winnetka  auxiliary  held 
its  “Afternoon  in  May”  luncheon  on 
May  25  at  the  home  of  Mrs.  Rich- 
ard D.  Harza,  Winnetka.  Dr.  Leo 
Henikoff,  assistant  dean  admissions. 
Rush  Medical  College,  spoke  to  the 
group  about  the  newly  reactivated 
college. 


The  Central  Security  Control  station  in  the 
Southcenter  lobby  is  now  functional.  The 
new  control  station  contains  close  circuit 
television  monitors,  door  alarms,  radio  trans- 
mitter and  many  other  innovations  designed 
to  enhance  security  service  at  the  Medical 


Nine  closed  circuit  TV  cameras  have  been 
installed  in  strategic  spots  around  the  Med- 
ical Center  such  as  the  tunnels  to  the  Profes- 
sional building,  Kidston  House,  Coyne  build- 
ing and  East  Pavilion  basement. 


Center. 

An  important  change  has  been  the  selection 
of  an  “easy  to  remember’’  sequenced  num- 
ber (5-6-7 -8).  Please  do  not  call  the  Page 
Center  to  contact  security.  Dial  5678  for  the 
quickest  response. 
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Rumor  Clinic 


Communication  is  a two-way 
street.  For  answers  to  your  questions 
about  the  Medical  Center,  use  the 
form  below  and  send  to  Rumor 
Clinic,  Room  920,  Professional 
Building. 

Q.  “Is  it  true  that  some  em- 
ployees have  been  laid  off  and  that 
the  hospital  is  going  to  further  reduce 
the  number  of  employees?” 

A.  “At  this  time  about  32  em- 
ployees have  either  been  laid  off  or 
terminated  as  a result  of  the  elimina- 
tion of  their  jobs.  In  addition,  a 
number  of  employees  have  been  re- 
located through  transfers,  and  fur- 
ther reductions  have  taken  place 
through  the  normal  process  of  job 
turnqver  (deaths,  retirements,  etc.). 

“An  increase  in  operating  costs 
for  supplies,  equipment,  insurance, 
employee  benefits,  and  wages  can- 
not be  totally  compensated  for  in  ad- 
ditional charges  to  the  patient  be- 
cause of  the  price  freeze  imposed  by 
the  federal  government. 

“Since  income  cannot  expand  in 
proportion  to  expenses  at  this  time, 


management  has  had  to  introduce 
economies  that  reduce  operational 
expenses  but  do  not  reduce  the  qual- 
ity of  care.  If  income  is  maintained, 
further  job  layoffs  are  not  antici- 
pated. However,  if  further  reductions 
are  required,  employees  with  great- 
est ability  and  most  seniority  are 
least  likely  to  be  affected.” 

John  B.  King 
Associate  Administrator 
Human  Resources 

Q.  “I  heard  a rumor  that  food 
prices  in  the  cafeteria  will  be  raised 
again  after  July  1.  Is  this  true?” 

A.  “Prices  were  raised  in  the 
cafeteria  in  March  for  the  first  time 
in  five  years.  This  increase  was  ne- 
cessitated by  the  continuing  rise  in 
wholesale  food  prices.  No  further  in- 
crease in  cafeteria  prices  is  antici- 
pated for  the  fiscal  year  of  1972-73.” 
E.  V.  Pinney 
Director 
Food  Service 

Q.  “Is  it  true  that  the  parking 
rates  for  the  new  garage  will  be  three 
times  as  high  as  the  present  rates?” 
A.  “At  the  time  the  parking  ga- 


The “Rookies,”  the  Medical  Center's  girls 
softball  team,  is  now  triumphantly  7-0  with 
one  game  remaining.  They  are  .scheduled  to 
play  the  Cook  County  team  which  is  6-0  and 
has  two  games  to  go.  If  the  “Rookies"  beat 
County  they  will  win  first  place  and  then  go 
into  the  play-offs.  The  team  includes  (kneel- 
ing left  to  right)  Johnnie  Jones,  food  service; 
Barbara  Zielonka.  clinical  hematology;  Carol 
Davis.  R.N.;  Linda  Clemming,  R.N.;  Carolyn 


Hanousek,  food  .service;  (standing  left  to 
right)  Rosetta  Chatman,  T.T.S.;  Linda 
Tschappat,  R.N.;  Tom  Davis,  head  coach, 
graphic  reproduction;  Carol  Blendowski, 
R.N.;  Pat  Lowder,  microbiology;  Thelma 
Fields,  L.P.N.;  Melzar  Reynolds,  medical 
technology;  Joyce  Paschal,  transport;  Sue 
Glover,  medical  technology;  Carol  Victor, 
R.N.;  not  pictured  is  Leroy  Irvin,  coach, 
physical  therapy. 


rage  opens  in  early  September,  park- 
ing rates  will  be  One  Dollar  ($1.00) 
per  day  or  Twenty  Dollars  ($20.00) 
per  month.  This  new  rate  will  help 
defray  the  cost  of  construction. 

“The  garage  was  built  to  meet 
long-range  needs  and  City  of  Chicago 
regulations  regarding  ratio  of  park- 
ing spaces  to  building  occupants.  The 
new  structure  will  feature  increased 
lighting,  increased  security,  under- 
cover parking  and  convenient  loca- 
tion to  the  Hospital  Complex  as  well 
as  the  convenience  of  a key  card  for 
all  employee  parkers.” 

Roger  V.  Munn 
Associate  Administrator 
Facilities  and  Planning 


Q. 


Children  on  the  pediatrics  floor  recently  par- 
ticipated in  a special  improvisation  program 
with  a group  of  drama  students  from  the 
University  of  Illinois.  Each  child  was  color 
coded  to  match  an  actor  with  children  in 
wheel  chairs  and  traction  participating. 


Isabella  Ingram 
Retires 
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“I  wish  you  could  photograph  her 
Scottish  brogue,”  remarked  Dr.  John 
WolIT,  attending  obstetrician-gynecol- 
ogist, at  Isabella  Ingram’s  recent  re- 
tirement party. 

That  unmistakable  accent  was  Miss 
Ingram’s  mark  of  identification — as 
was  her  quiet  vitality. 

As  head  nurse  in  the  labor  and  de- 
livery unit  she  brought  her  expert 
training,  sharp  wit  and  well-known  pa- 
tience to  the  obstetric  patients  as  well 
as  the  nursing  and  attending  staff. 

Isabella  Ingram  was  born  and  edu- 
cated in  Scotland  and  is  a registered 
nurse,  certified  midwife,  and  psychiatric 
nurse. 

She  remembers  traveling  to  the  hills 
as  a midwife  with  few  instruments  but 
with  good  training.  “In  those  days  there 
was  no  anesthesia.  I tried  to  make  the 
mother  comfortable,  give  her  enough 
confidence  to  believe  that  everything 
would  be  fine  and  it  usually  resulted  in 
a beautiful  baby,”  she  recalls. 

In  1953  Miss  Ingram  joined  Pres- 
byterian Hospital  as  a staff  nurse  in 
labor  and  delivery.  Miss  Marion  Miller, 
director,  obstetrical  and  gynecological 


Miss  Isabella  Ingram,  R.N.  head  nurse, 
labor  and  delivery,  is  served  punch  by  Dr. 
George  D.  Wilbanks,  chairman  and  profes- 


nursing  states,  “Miss  Ingram  had  some- 
thing unique  to  offer  as  a nurse-mid- 
wife. She  was  educated  in  the  theory 
and  practice  of  obstetrics  as  pertains 
to  the  patient’s  emotional,  social  and 
physical  reactions  to  all  phases  of  the 
maternity  cycle.” 

Among  her  many  accomplishments 
are  the  Expectant  Parents’  Classes. 
Since  1962  Miss  Ingram  has  been 
teaching  the  series  of  five  classes  every 
Tuesday  evening.  She  fondly  recalls 
many  of  the  parents,  their  enthusiasm 
and  excitement.  Of  all  the  fathers  who 
were  allowed  to  watch  the  delivery  only 
one  fainted  she  said.  “He  was  one  of 
our  doctors.” 

Miss  Ingram's  file  is  filled  with  let- 
ters of  gratitude  from  former  patients. 
One  wrote,  “Women  have  been  having 
babies  for  many  years  but  you  make 
one  feel  as  if  they  were  very  special 
and  that  their  baby  was  the  first  to 
ever  be  born.” 

Another  patient  writes,  “We  can’t 
thank  you  enough  for  sharing  your 
years  of  experience  with  us.” 

Her  devotion  and  enthusiasm  will 
certainly  be  missed  in  the  obstetrics 


sor  of  obstetrics-gynecology,  at  her  recent 
retirement  party. 


and  gynecology  department.  At  her 
retirement  party  the  room  was  filled 
with  nurses,  physicians  and  friends 
who  came  to  wish  her  well. 

“Over  the  years,”  Miss  Miller  .com- 
mented, “Miss  Ingram  has  provided  us 
with  the  right  combination  of  blarney, 
humor  and  spirit.” 


Dr.  John  Wolff,  director,  psychosomatic  ob- 
stetrics and  gynecology  and  professor  of 
obstetrics  and  gynecology,  was  the  speaker 
at  the  Employee  Lunch-In  on  May  23  in  the 
A.  B.  Dick  Auditorium.  Dr.  Wolff  spoke  on 
“Abortion." 
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Suggestion  Plan  Pays  Off 


Cora  Archer  and  Lucille  Payne  hit 
the  jackpot  in  the  Suggestion  Plan. 
Their  suggestions  will  save  the  Med- 
ical Center  $1,900  in  the  coming  year. 
And  they  were  awarded  ten  percent  of 
the  projected  cost  savings. 

For  the  last  three  years  Mrs.  Ar- 
cher’s main  responsibility  has  been 
needles.  Before  her  suggestion  was  im- 
plemented, the  Medical  Center  pur- 
chased two  types  of  needles,  disposable 
and  stainless  steel.  The  disposable  were 
used  for  all  routine  procedures  while 
the  stainless  steel  were  used  for  the  tray 
sets  such  as  minor  surgery,  bone  biopsy 
or  cutdowns.  These  trays  are  specially 
prepared  with  the  needles  and  equip- 
ment needed  for  those  specific  proced- 
ures. 

As  a central  service  technician,  Mrs. 
Archer  realized  that  processing  these 
needles  was  a costly  and  time  consum- 
ing ordeal.  She  submitted  her  sugges- 
tion for  disposable  needles  to  be  used 
on  all  tray  sets  adding  that  this  would 
assure  the  patient  of  a new  needle  each 
time.  Mr.  A1  Wilhelm,  director,  cen- 
tral service,  calculated  that  first  year 
savings  would  amount  to  $1,000. 

$100  Award 

Mrs.  Archer  was  thrilled  when  she 
heard  the  news  and  is  very  happy  that 
her  suggestion  will  save  the  Medical 
Center  some  money.  In  additon,  the 
$100  award  will  come  in  very  handy. 

Mrs.  Payne’s  suggestion  also  con- 
cerned disposables.  One  of  the  items 
stocked  in  central  service  and  provided 
without  charge  for  patient  use  is 
fracture  bed  pans.  These  are  stainless 
steel  and  cost  $8.50  a piece.  Unfor- 
tunately many  were  taken  home  or  mis- 
placed and  the  Medical  Center  lost  ap- 
proximately $850  per  year. 

Mrs.  Payne  suggested  that  disposable 
fracture  bed  pans  be  purchased  at  a 
cost  of  $.90  a piece  and  the  patient 
charged  a minimum  fee.  Thus  each  pa- 
tient would  be  able  to  take  the  bed  pan 
home  and  the  Medical  Center  would 
save  approximately  $900  a year.  Ac- 
cording to  Mr.  Wilhelm  the  suggestion 
has  already  been  implemented. 

Employee  Incentive 

“Awards  of  this  type  should  be  an 
incentive  to  all  employees.  Mr.  Wil- 
helm said.  “They  demonstrate  that  the 


Medical  Center  is  serious  about  the 
Suggestion  Plan.” 

Jerry  Olson,  director,  policies  and 
procedures,  and  coordinator  of  the  Sug- 
gestion Plan,  commented,  “We  are  very 
serious  about  our  Suggestion  Plan.  Not 
only  does  it  present  our  employees  with, 
the  opportunity  to  communicate  with 


administration  but  it  also  increases  effi- 
ciency in  patient  care.” 

Other  Suggestion  Plan  winners  were: 
Vandella  Bones,  psychiatric  nursing 
($15);  Cathy  Dennison,  security  ($20); 
Cleo  Meyer,  security  ($10);  Ernie 
Thompson,  Health  Center  ($10);  and 
Susanna  Oo,  pediatric  nursing  ($5). 


Suggestion  Plan  winner  Mrs.  Cora  Archer  is 
a central  service  technician  with  various  du- 
ties. She  processes  utensils,  takes  telephone 


orders  for  various  items  and  must  maintain 
the  supply  quotas  for  the  operating  rooms 
and  all  nursing  stations. 


Mrs.  Lucille  Payne  is  senior  technician  in  able  fracture  bed  pans  will  save  the  Medical 

central  service  with  20  years  experience  in  Center  approximately  $900  in  the  coming 

that  department.  Her  suggestion  for  dispos-  year. 


Annual  House 
Stair  Awards 
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The  annual  house  stall  outing  was 
held  June  7 at  Arlington  Park  Towers. 
The  house  stall’s  one  day  of  freedom 
(12  noon  to  12  midnight)  was  made 
possible  by  members  of  the  attending 
staff  who  covered  the  patient  floors. 

The  evening  activities  included  din- 
ner and  dancing  and  the  presentations 
of  the  annual  house  staff  awards.  Dr. 
1.  Drummond  Rennie’s  witty  dialogue 
made  him  a memorable  master  of  cer- 
emonies. He  introduced  the  various  de- 
partment chairmen  who  presented 
awards  to  outstanding  members  of  the 
house  staff. 

In  medicine  the  Flick  Family  Award 
for  outstanding  service  by  a medical 
resident  was  presented  to  Dr.  Carl 
Eybel. 

The  Department  of  Medicine  Award 
to  outstanding  residents  was  presented 


to  Drs.  George  Siber,  Robert  Fricke 
and  Ira  Weiss. 

In  surgery  Dr.  Jay  H.  Rosenberg  re- 
ceived the  Fremont  A.  Chandler  Me- 
morial Award  created  to  encourage 
original  research  in  cither  the  basic  or 
clinical  sciences. 

The  Oflice  of  Surgery  Prize  for 
Scholarship  went  to  Dr.  Charles  Good- 
win for  meritorious  work  in  surgery. 

The  Division  of  Surgery  Award  for 
excellence  in  clinical  surgery  went  to 
Dr.  Robert  Miley. 

The  Associates  of  Rush-Presbyterian- 
St.  Luke’s  Medical  Center  presented 
awards  in  surgery  to  Drs.  Paul  G.  God- 
frey and  Wade  L.  Knight. 

The  Rush  Medical  College  awards 
for  meritorious  work  by  a medical  and 
surgical  intern  were  presented  to  Drs. 
Michael  Popper  and  Laurence  W.  Le- 


vingcr,  respectively. 

The  Will  F.  Lyon  Award  is  presented 
annually  in  medicine  and  surgery  to 
interns  who  “best  examplify  the  high 
devotion  and  dedicated  service  which 
characterized  the  career  of  Dr.  Lyon.” 
This  year  the  award  went  to  Dr.  Gary 
M.  Dosik  in  medicine  and  Dr.  Richard 
L.  Shephard  in  surgery. 

In  pediatrics,  Dr.  Joseph  Christian, 
chairman  and  professor,  presented 
awards  to  Dr.  Charles  Alward  for  out- 
standing intern  and  Dr.  Gilberto  Per- 
eira, outstanding  resident. 

Dr.  George  D.  Wilbanks,  chairman 
and  professor,  obstetrics  and  gynecol- 
ogy, honored  each  of  his  senior  resi- 
dents; Drs.  Louis  Miranda,  Roger  Roy, 
Mohammad  Pourtabib,  and  Shankar 
Adapathya. 

In  psychiatry  the  award  for  outstand- 
ing resident  went  to  Dr.  Saulinas  Vy- 
das. 

Three  members  of  the  attending  staff 
were  honored  by  the  house  staff  for 
their  services  as  teachers  during  the 
past  year.  Receiving  plaques  were:  Dr. 
Leonard  Hertko,  assistant  attending 
physician  (medicine);  Dr.  Steven  Eco- 
nomou,  attending  surgeon  (surgery); 
and  Dr.  Jerry  P.  Petasnick,  assistant 
attending  radiologist  (specialties).  In 
addition,  members  of  the  psychiatric 
house  staff  presented  awards  to  Drs. 
Patrick  Ebenhoeh  and  Richard  R.  Bo- 
lin for  their  dedicated  service. 

Slicing  into  Chicago  Heart  Association’s 
Golden  Anniversary  cake  during  the  recent 
press  reception  at  First  National  Bank  are 
three  of  the  doctors  who  have  contributed 
to  the  enormous  growth  of  the  organization 
over  the  years.  They  are  (from  left)  Dr.  Mor- 
ris Fishbein,  (Rush  Medical  College  ’12)  and 
only  living  founder  of  Chicago  Heart:  Past 
President  Dr.  Kate  H.  Kohn  (Rush  Medical 
College  ’35),  acting  director  of  the  depart- 
ment of  rehabilitation  medicine  at  Michael 
Reese  Hospital;  and  President  Dr.  Mark  H. 
Lepper,  e.xecutive  vice  president  of  profes- 
sional and  academic  affairs  at  Rush-Presby- 
terian-St.  Luke’s  Medical  Center,  and  dean. 
Rush  Medical  College. 

During  the  afternoon  which  marked  the 
beginning  of  the  Heart  Association’s  50th 
year  of  service.  Dr.  Lepper  announced 
plans  for  a new  S2  million  assault  against 
premature  heart  disease.  The  ten-year  Heart 
Attack  Prevention  project  will  work  at  elim- 
inating the  nation’s  number  one  killer 
through  detection  and  treatment  of  risk 
factors. 
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Founder’s  Day  1972 

Employee  Awards  for 
Years  of  Service 


FORTY  YEARS 


Loretta  Graffey  Obcowski. 


THIRTY-FIVE  YEARS 


(seated  left  to  right)  Marie  Steinke; 
Margaret  Taylor;  Ruth  Mulholand; 
(standing  left  to  right)  Anna  Kern; 
Walter  Jahntz;  and  Edna  McFadden. 
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rWKlN  I'Y-I  IVE  YEARS 


(left  to  right)  Fannie  Jones;  Peter 
Davis;  Veronica  Passalaqua. 


(seated  left  to  right)  Edna  Edwards; 
Lela  Crawford;  Minnie  Hamilton; 
(standing  left  to  right)  Allison  Myers, 
and  Elizabeth  Coleman. 


TWENTY  YEARS 


(left  to  right)  Albinas  Varnas;  Ern- 
avie  Grilli;  Tonney  Thompson;  and 
Elena  Zujus. 
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(seated  left  to  right)  Jane  France- 
schini;  Marlene  Bicek;  Clayborn  Tur- 
ner; Emma  Turner;  Vesta  Harper; 
Georgia  White;  (standing  left  to  right) 
George  Takano;  Margaret  Takano; 
Cora  Archer;  Susie  Harvey;  Lillian 
Taylor;  Jessie  Johnson;  Roselle  Prince; 
and  Odell  Mims. 


FIFTEEN  YEARS 


(seated  left  to  right)  Virgie  Young; 
Janet  Nardi;  Laura  Brown;  Elvie  Dur- 
ham; (standing  left  to  right)  Lillie 
Robinson;  Daisy  Taylor;  Marie  Holz- 
ner;  Anna  Tamulevicius;  and  Lois 
Mason. 


Ruth  Franks  (left),  Jean  Meredith 
( right ) . 
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(seated  left  to  right)  Anna  Pawel- 
czak;  Jadvyga  Zaliauskas;  R.  Williams; 
Annie  Jones;  Mary  Quinn;  (standing 
left  to  right)  Sara  Dowell;  G.  Scott; 
Rogers  Grant;  Ann  Woulard;  and  San- 
dra Robertson. 
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(left  to  right)  Mary  Shubert.  Martha 
Washington,  and  Carolyn  Helf. 


TEN  YEARS 


(seated  left  to  right)  Jeane  Ball; 
Lorna  Allen;  Genevieve  Buol;  Lucia 
Minard;  Elsie  Enix;  Willish  Baker; 
(standing  left  to  right)  Anna  Snie- 
chowska;  Umar  Ozolins;  Casinica  Jan- 
kauskas;  Stefania  Masiulis;  Zenta  Kar- 
klins;  Dorothy  Page;  and  Magdelene 
Stefanski. 
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(seated  left  to  right)  Pearl  Jackson; 
Mary  Watkins;  Mardetta  O’Brien; 
Robert  Good;  Carol  Borson;  Bruno 
Paliulionis;  (standing  left  to  right) 
Laslo  Finta;  Ora  Turner;  John  John- 
son; Elena  Varanka;  Helen  Haynes; 
and  Ester  Kohlman. 


(left  to  right)  Anna  Abrams;  John 
Brown;  and  Frances  Powell. 


(standing)  Livia  Murai;  (seated  left 
to  right)  Anthony  Inoovina;  William 
Churchill;  and  Leroy  Irvin. 
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FIVE  YEARS 

Pearl  Adams,  Irene  Adent,  Anthony 
Aguilera,  Melanie  Allelujka,  William 
Alsdorf,  Cora  Mae  Anderson,  Grace 
Andrews,  Kathleen  Andruszkiewicz, 
Susie  Applewhite,  Ethel  Arnold,  Ernes- 
tine Ashley,  Ellen  Avery,  Atlean  Bar- 
nett, Michel  Beauvoir,  Pam  Berda,  El- 
liott Bernstein,  Mrs.  Ruby  Berry, 
Helen  Bins,  Cynthia  Bissett,  Comeria 
Blaine,  James  Blair  Annie  Bland,  Mar- 
garet Bland,  Chestine  Boddie,  Vandella 
Bones,  Constina  Bonilla,  Lula  Mae 
Booker,  Bernice  Bowen,  Margaret 
Bowen,  Ida  Bowens,  Jenai  Boyd,  Bon- 
nie Brennan,  Elizabeth  Brewer,  Lita 
Brody,  Betty  Brooks,  avid  Buchmuel- 
ler,  Marie  Buckner,  Jeannette  BulTkins, 
Sigfrid  Bumbulis,  Francis  Burch,  Bea- 
trice Burnett,  Eva  Butler,  Phyllis  Cal- 
omino,  Ann  Campbell,  Linda  Camp- 
bell, Juanita  Carr,  Margaret  Carroll. 
Katherine  Carter,  Ella  Cartwright, 
Marion  Childress,  Carol  Class,  Earl 
Clay,  Diane  Cobbs,  Tena  ole,  Michael 
Coleman,  Walter  Condon,  Deborah 
onnor.  Gloria  Connor,  Margaret  Cook, 
Ricardo  Cooper,  Martha  Cotton,  Jua- 
nita Cox,  Linda  Cronin.  Richard  Crox- 


cn,  Mildred  Crutchfield,  Brenda  Cun- 
ningham. Deborah  Curry,  Shirley 
Curry,  Bridget  Czerwinski,  Nancy 
Danz,  St.  Clair  Darby,  Patricia  Davies, 
Carol  Davis,  Mamie  Davis,  Melvin 
Davis.  Ernestine  Dean,  Irene  Dillard, 
Joanne  Driver,  Ann  Dugar  Ann  Ed- 
wards, Jean  Elbert,  Alice  Elich, 
Yvonne  Ellcrson.  Elizabeth  English, 
Mattie  English,  Gehl  Entwhistle,  Car- 
ole Erdmann,  Susan  Falco,  Phyllis 
Feguson,  Marian  Ford,  Margaret  Fox, 
Hattie  Francis,  Dewey  Franklin,  Osie 
Frazier,  Mary  Gaddis,  Ella  Gardner, 
Eula  Gardner,  Clementine  Garrett, 
William  Garrison,  Vera  Gillespie,  Car- 
ole Goosby,  Cynthia  Gramer.  Sandra 
Graves,  Rosalind  Gray,  Willa  Mae 
Gray,  Cynthia  Gronwall,  Charmaine 
Gutzman,  Fred  Hadnot.  Louella  Ham- 
ilton, Beatrice  Haney.  Ann  Harris. 
James  Hawkins,  Kristine  Hebda  An- 
drea Henry,  Pearlie  Henson.  Jacqueline 
Hiley.  Luella  Hill,  John  Hjortland.  An- 
nie Holmes,  Karen  Hoppe,  Alfonso 
Hoskins,  Thomas  Hoveke.  Delores 
Howard.  Carol  Hronek.  Salah  Husseini, 
Eugene  Jakubowski.  Gwendolyn  Jas- 
per, Esther  Jeffries.  Frances  Jennings. 
Jose  Jimenez,  Daisy  Johnson.  Gloria 
Jones,  Irene  Jones,  Mary  Jones,  Odessa 
Jones,  Rochelle  Jones,  Ruby  Jones, 
Betty  Joseph.  Diane  Kaunas,  Stefanija 
Kerpe.  Delores  Kindle,  Gene  Kiudulas. 
Barbara  Koenigsmark,  Martha  Kona. 
Lorraine  Kray.  Herbert  Lake,  Joseph 
Langford,  Gregory  Lanier.  Justine  La 
Cour,  Patricia  Leak.  Bessie  Lee,  Dor- 
othy Lewis,  Essie  Lewis,  Samuel  Lewis, 
Earlean  Lindsey,  Barbara  Lito,  John 
Lobbezoo,  William  Lyon,  Stanislava 
Malikova,  Elaine  Marable.  Inez  Mar- 
tinez, Carol  Massey,  Janet  Mc.Afee. 
Earlene  McCan.  Eugenia  McClellan. 
Ethel  McFadden.  Vivian  McGill. 
Frances  McGuire.  Luella  McKay,  Mar}’ 
McKie.  Ernest  McLeod,  Alzonia  Mc- 
Neely.  Frances  Meinhardt,  Gearldean 
Miles,  Carole  Miller,  Carrie  Mills. 
Ethel  Mines.  Robert  Mistretta.  Bernice 
Mitchell.  Barbara  Miyata.  Nannie 
Moaton.  Catherine  Moore,  Dominga 
Morales,  Carl  Morency,  Walter  Mor- 
gan. Peggy  Muelchi.  Roger  Munn. 
Ronald  Nlyers.  Mary  Ellen  Myers- 
cough,  .Antoinette  Nathan.  Jeanetta 
Neely,  Judith  Neumann.  Catherine 
Nichols,  Magnolia  Norsworthy,  Gail 
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Odahowski,  Betty  Parhan,  Bonnie  Pat- 
terson, Mable  Phillips,  Veolette  Piek- 
enpack,  Ellen  Plank,  Leon  Price,  Ron- 
ald Price,  Mary  Jo  Puchalski,  Grace 
Purnell,  Julia  Quillin,  Cheri  Radway, 
Willie  Rainey,  Ann  Raptis,  Elissa  Ray, 
Dale  Rayner,  Rosetta  Redd,  Beth  Re- 
mus, Melzar  Reynolds,  Fannie  Rice, 
Mary  Robinson,  Daisy  Robinson, 
Frank  Robinson,  Lucy  Robinson,  Pear- 
line Robinson,  Verna  Rodenbeck,  Ma- 
rie Rodriguez,  Gilbert  Roman,  Steve 
Ryberg,  Estelle  Sain,  Verneice  Sally, 
Lee  Ethel  Sanders,  Maxine  Scott,  Mary 
Sheehan,  Doris  Shirley,  Edith  Shoe- 
maker, Felicia  Shviraga,  Edna  Sim- 
mons, Louise  Simmons,  Floyd  Sims, 
Lula  Singleton,  Frances  Skeets,  Lydia 
Slade,  Arnetta  Smith,  Carlene  Smith, 
Mary  Smith,  LaVerne  Sowers,  Mag- 
gie Spraggins,  Andrea  Stampley,  Pen- 
elope Stanton,  Shirley  Stavinga,  Kath- 
erine Stewart,  Donald  Stiefbold,  Bette 
Stiers,  Evelyn  Stokes,  Anna  Sulaitis, 
Delores  Swatos,  Susan  Terry,  Valsa 
Thambi,  Francis  Thomas,  Mildred 
Thomas,  Menzie  Thomas,  Patricia 
Thomas,  Dollie  Thomason,  Phyllis 
Thompson,  Delores  Tillman,  Doris 
Tohme,  Barbara  Torchal,  Charlene 
Townsend,  Mary  Townsey,  Judith  Ur- 
ban, Sandra  Valentino,  Marcella  Vas- 
sal, Harry  Vindare,  Rufus  Volkman, 
Verdia  Wade,  Alice  Wallace,  Gamalia 
Wallace,  Henry  Walli,  Lucille  Ward, 
Sharron  Warner,  Ida  Washington,  Kay 
ashington,  George  Waters,  Doris  Wat- 
son, Irene  Watson,  Ruby  Watson,  Ro- 
berta Weeden,  Rosetta  White,  Flora 
Wilkes,  Elizabeth  Williams,  Freddie 
Williams,  Juanita  Williams,  Julia  Wil- 
liams, Lillian  Williams,  Marie  Wil- 
liams, Robert  Williams,  Samuel  Wil- 
liams, Jamesetta  Wilson,  Jerome  Wil- 
son, Helen  Wooten,  Barbara  Yingst, 
Elenora  Worley,  Patricia  Yoshioka, 
Betty  Young,  Lenore  Young,  Barbara 
Zielonka. 
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The  following  people  were  honored 
at  Founder's  Day  but  were  unable  to 
attend  the  ceremony: 

30  Years:  Marie  McCarthy,  Jane 
Phillips. 

25  Years:  Erna  Ozol,  Frances 

Swader. 

20  Years:  Elizabeth  Barnes,  De- 
lores  Davis,  Delores  Hayes,  Lucille 
Payne,  Delores  Swatos. 

15  Years:  Mary  Adler,  Leila  Alex- 
ander,- Esther  Alfirevic,  Vlasta  Bevill, 
Marie  Easley,  Genetra  Eloyd,  Kath- 
leen Giles,  Eern  Hlavac,  Marie  Holz- 
ner,  Lula  Johnson,  Victoria  Kupre- 
wicz,  Lillie  McGruder,  Lillie  Morris, 
Clara  Norman,  Barbara  Rittmanic, 
Ramon  Rodriguez,  H.  Scott,  Mirczn- 
slau  Swierzewicz,  Lucyna  Szymanski. 
Essie  Watkins,  Geraldine  White,  Ada 
Wicks,  R.  Williams. 

10  Years:  Willie  Anthony,  Linda 
Belknap,  Wilfred  Buchanan,  Mamie 
Clark,  Gerald  Craig,  Pearlie  Croom, 
Joseph  Donohue,  Tillie  Dunis,  Mas- 
soleet  Echols,  Claudia  Edwards,  Alma 
Fossieck,  Mary  Gray,  Barbara  Harris, 
Irene  Harris,  Beatrice  Hood,  John 
Johnson,  Barbara  Jones,  Jessie  Jones, 
Phyllis  Knutson,  Niels  Koch,  Barbara 
Lambert,  Susanne  Liles,  Georgia  Mar- 
tin, Ned  Moore,  Roberto  Narvaez, 
Maggie  Pace,  Mitchell  Passovoy, 
Thomasina  Perduto,  Eloise  Pernell, 
Mark  Ray,  James  Reed,  Earline  Rob- 
inson, Elaine  Ruggles,  Beatrice  Smith, 
Shirley  Smith,  Lawrence  Soble,  Fran- 
ces Sparks,  Priscilla  Stubblefield,  Mary 
Stupka,  Mary  Thomas,  Otea  Thomas, 
Betty  Williams. 
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Round  About 


“This  Child  is  Rated  X” 

“This  Child  is  Rated  X”  has  won  an 
Emmy  for  Dr.  Marvin  Schwarz,  assist- 
ant professor  of  psychiatry  and  assistant 
attending  physician.  The  NBC  program 
was  rated  the  Outstanding  Documen- 
tary Program  Achievement  for  1971- 
72.  Dr.  Schwarz  and  Mr.  Patrick  Mur- 
phy, director,  juvenile  division,  legal 
aid,  examined  the  plight  of  the  chil- 
dren in  state  institutions.  Both  men  are 
continuing  their  battle  in  the  courts  for 
better  treatment  of  these  children — 
physically,  mentally  and  legally.  The 
film  will  be  added  to  the  collection  of 
the  Smithsonian  Institute  in  Washing- 
ton. D.C. 


Calories,  Calories 

If  you  want  to  get  in  shape  for  that 
bikini,  look  great  on  the  golf  course,  or 
just  learn  good  eating  habits,  a Weight 
Watchers  program  is  now  available  to 
you  at  the  Medical  Center.  Many  par- 
ticipants of  the  program  have  lost  20 
to  30  pounds — others  up  to  200  pounds 
— of  unwanted  fat,  and  they  manage 
to  keep  their  “goal  weight”  on  the 
Weight  Watcher  maintenance  plan. 


On  Mondays,  5:30  p.m..  Room  338 
of  the  Coyne  building,  lectures  will  be 
presented  to  men  and  women.  These 
are  designed  so  that  new  members  may 
join  at  any  time  in  a continuing  Weight 
Watcher  program. 

After  30  Years 

It’s  been  a long  time  between  meet- 
ings. For  the  first  time  since  1942  the 
faculty  of  Rush  Medical  College  met 
to  discuss  the  events  of  the  past  year 
as  well  as  future  plans  for  the  college. 

Those  assembled  were  provided  with 
progress  reports  from  the  various 
standing  committees  (admissions, 
courses  of  study,  educational  resources, 
evaluation  and  promotion,  research, 
senior  faculty  appointments  and  pro- 
motion, research,  senior  faculty  ap- 
pointments and  promotions  and  stu- 
dent affairs)  as  well  as  the  annual  re- 
port from  the  Office  of  the  Dean. 

Although  the  entire  faculty  will  meet 
twice  a year,  its  governing  body,  the 
Faculty  Council,  meets  monthly.  This 
council  is  composed  of  21  members 
who  are  elected  by  the  faculty  to  serve 
terms  of  one,  two  or  three  years. 


Research  Grants 

It’s  that  time  of  year  again  when 
research  grants  are  reviewed,  renewed, 
or  unfortunately  sometimes  cut  off. 
Nearly  three  and  a half  million  dollars 
was  spent  on  research  last  year,  and 
hopefully  that  amount  will  be  surpassed 
this  year. 

The  Chicago  and  Illinois  Heart  As- 
sociations have  granted  funds  for  the 
following  studies;  Dr.  William  H.  Har- 
rison, associate  professor,  neurological 
sciences,  for  “Molecular  Mechanisms 
at  Adrenergic  Receptor  Sites,”  $10,450; 
Dr.  Hassan  Najafi,  professor  of  cardio- 
vascular surgery  and  attending  surgeon, 
“Myocardial  Injury  Associated  with 
Cardiopulmonary  Bypass,”  $11,000; 
Dr.  Max  E.  Rafelson,  professor  of  bio- 
chemistry and  attending  biochemist,  for 
“Molecular  Aspects  of  Platelet  Aggre- 
gations,” $1 1,000. 

The  department  of  anesthesiology 
has  received  two  generous  grants  to- 
talling $22,550.  The  Upjohn  Company 
has  contributed  $5,000  toward  the  pur- 
chase of  new  monitoring  equipment 
and  Hoffman-Fa  Roche  Inc.  has  con- 
tributed $17,500  to  support  a research 
project  on  a new  induction  agent. 
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Corridor  News 


Mrs.  Jessie  Johnson,  LPN,  12  East 
Pavilion,  was  selected  nurse  of  the 
quarter  in  psychiatry. 

luiUi  Montgomery,  LPN,  10  East 
Pavilion,  and  Ida  Williams,  LPN,  1 1 
East  Pavilion,  recently  attended  the 
state  convention  in  Rockford. 

Best  wishes  to  Gayle  Toppel,  patient 
billing,  finance,  on  her  recent  marriage 
to  Leonard  Teter.  The  couple  plans  to 
reside  in  Chicago. 

Diane  Meisinger,  payroll,  was  mar- 
ried April  22  to  Roger  Ahntholz.  The 
couple  honeymooned  in  Spain  and  Ma- 
jorca. They  met  through  the  Medical 
Center’s  Ski  Club. 

Dr.  Stuart  Levin,  director,  infectious 
diseases  and  professor  of  medicine,  has 
been  recognized  for  his  “sincere  help- 
fulness and  instructorship”  by  the  Uni- 
versity of  Illinois  Medical  Class  of 
1972. 

Dr.  William  F.  Geittman,  associate 
professor  of  obstetrics  and  gynecology 


and  attending  obstetrician-gynecologist, 
was  recently  elected  president-elect  of 
the  Chicago  Gynecological  Society. 

Dr.  George  D.  Wilbanks,  chairman 
and  professor  of  obstetrics-gynecology 
and  Dr.  //.  Robert  Misenbimer,  direc- 
tor, perinatal  biology  and  associate  pro- 
fessor, obstetrics-gynecology,  attended 
a “Learning  Workshop  on  Teaching 
Methods”  at  the  University  of  Indiana 
in  Indianapolis  on  June  12-16. 

Dr.  F.  M.  Booy.se,  director,  throm- 
bosis center  and  assistant  professor  of 
biochemistry,  recently  spoke  at  the 
68th  convention  of  the  12  District, 
Illinois  Federation  of  Women’s  Clubs 
held  in  Plano,  Illinois. 

Dr.  R.  Lincoln  Kesler,  associate  pro- 
fessor of  medicine  and  attending  phy- 
sician, spoke  at  a Diabetes  Association 
of  Greater  Chicago  sponsored  program 
held  at  St.  Joseph  Mercy  Hospital  in 
Aurora.  The  topic  was  “A  Confronta- 
tion: I’m  OK,  'You’re  OK.” 


Mrs.  Iris  Shannon,  assistant  direc- 
tor, division  of  nursing,  and  co-direc- 
tor. Pediatric  Nurse  Associate  Program, 
recently  spoke  about  PNA’s  to  the 
Arlington  Heights  Nurses  Club. 

Dr.  Jorge  Galante,  chairman  and 
professor  of  orthopedic  surgery,  re- 
cently gave  a presentation  entitled, 
“Pros  and  Cons  of  Total  Hip  Replace- 
ment” at  the  84th  Annual  Meeting  of 
the  American  Association  of  Railway 
Surgeons.  Dr.  Galante  also  presented 
“Wear  Tests  on  Total  Hip  Prosthesis” 
on  June  9 at  the  AOA  Traveling  Fel- 
lows Program. 

Dr.  Ma.x  S.  Sadove,  chairman  and 
professor  of  anesthesiology,  attended 
the  Missouri  Society  of  Anesthesiolo- 
gists meeting  in  Kansas  City,  May  13- 
14,  and  discussed  “Clinical  Importance 
and  Use  of  Non-Narcotic  Drugs”  and 
“Clinical  Experience  with  the  Use  of 
Ketamine  as  an  Analgesic  Agent.”  On 
May  18  Dr.  Sadove  attended  a meet- 
ing of  the  American  College  of  Osteo- 
pathic Internists  and  Chicago  College 
of  Osteopathic  Internal  Medicine  and 
spoke  on  “Electrolyte  Problems  in  Clin- 
ical Practice.” 

Dr.  Rodney  A.  Jamieson,  assistant 
attending  physician  and  associate  in 
medicine,  spoke  on  May  16  to  the  First 
Chicago  Torch  Club.  He  discussed  new 
concepts  in  health  care  and  their  pos- 
sible impact  on  relationships  between 
patient  and  doctor  in  the  1970’s. 

Dr.  Robert  Ray,  professor  of  ortho- 
pedic surgery  and  attending  surgeon, 
received  an  honorary  degree  in  medi- 
cine on  June  3 from  the  University  of 
Umea  in  Sweden. 

Dr.  Virenda  Saxena,  associate  pro- 
fessor of  radiation  therapy  and  attend- 
ing physician,  presented  a paper  on 
"Seminoma  of  the  Testes”  at  the  Ra- 
dium Society  Meeting  in  Boca  Raton. 
Florida  on  May  19.  .At  the  same  meet- 
ing Dr.  Jose  Viciingo,  therapeutic 
radiology  resident,  presented  “Non 
Hodgkin’s  Lymphoma.” 

Mr.  Roy  E.  White,  associate  admin- 
istrator. office  of  medical  sciences  and 
services,  participated  in  the  administra- 
tors’ panel  discussion  for  the  .American 
Association  of  Inhalation  Therapy,  Al- 
pha Chapter,  held  at  Chicago  W esley 
Memorial  Hospital. 


Advisory  Council  Professional  Activities 
Represents  Employees 


The  Employee  Advisory  Council  is 
composed  of  20  dedicated  and  con- 
cerned employees  representing  15  areas 
within  the  Medical  Center.  They  hold 
monthly  meetings  to  discuss  pertinent 
issues  such  as  labor  conditions,  job  dis- 
crimination, grievance  procedures  and 
their  impact  on  employees. 

In  addition  they  sponsor  special 
events  such  as  the  Employee  Lunch-In 
program  and  have  various  speakers 
from  the  Medical  Center  come  to  in- 
form them  of  new  developments.  Last 
month  Miss  Dee  Davis,  coordinator  of 
the  new  volunteer  blood  donor  center 
discussed  the  opening  of  this  crucial 
facility. 

The  council  does  not  discuss  specific 
grievances  nor  interpersonal  relations. 
It  addresses  itself  to  broad  subjects 
which  effect  all  employees.  A1  Wilhelm, 
director,  central  service,  is  the  chairman 
of  the  council,  and  Melna  Rushing  of 
medical  records  is  secretary.  David 
Buchmueller,  associate  executive  di- 
rector, is  the  administrative  consultant 
to  the  group. 

Members  of  the  council  include; 
Mary  Abney,  nursing;  Kay  Boles,  food 
service;  William  Chambliss,  housekeep- 
ing; Steve  Drucker,  unit  management; 
Lillian  Joly,  operating  room;  Thomas 
Kramer,  security;  Emmanuel  Leak, 
training  and  development;  Gloria 
Quarles,  surgical  nursing  office;  Dale 
Rayner,  transport  service;  Julia  Wil- 
liams, wage  and  salary;  Samuel  Wil- 
liams, unit  management;  Ruby  Wilson, 
psychiatric  nursing;  and  Robert  Jais, 
pastoral  care  and  education. 


At  a recent  monthly  meeting  of  the  Em- 
ployee Advisory  Council  the  following  mem- 
bers gathered  during  lunch:  (left  to  right) 
David  Buchmueller, associate  executive  direc- 
tor, and  administrative  consultant  to  the 
council:  Gloria  Quarles,  surgical  nursing 
office:  Dee  Davis,  coordinator,  volunteer 
blood  donor  center,  who  was  guest  speaker: 
Chaplain  Robert  Jais;  Albert  Wilhelm,  direc- 
tor, central  ,service,  and  chairman  of  the 
Council:  and  Sam  Williams,  unit  manage- 
ment. 


Medical  nursing  congratulates  the 
following  R.N.’s  who  have  successfully 
completed  the  Medical  Intensive  Care/ 
Coronary  Care  class:  Carol  Blendow- 
ski,  Patricia  Burke,  Nad  Cowan,  Alison 
Foster,  Nancy  Gelvin,  Marianne  Hens- 
man,  Frances  Herbert,  Beth  Remus, 
Judith  Urban  and  Candy  Winskunas. 

Presented  at  the  Chicago  Little  Vil- 
lage Lions  Club  on  April  25  was  a 
film,  “Arthritis — All  Kinds  of  Trou- 
ble,” narrated  by  Dr,  Francis  H.  How- 
ard, assistant  orthopedic  surgeon  and 
assistant  professor  of  orthopedic  sur- 
gery. 

Mrs.  Dolores  B.  Exum,  director,  so- 
cial service,  mental  health  department, 
Mile  Square  Health  Center,  was  guest 
speaker  at  a luncheon  sponsored  by  the 
South  Central  Community  Committee 
of  Beatrice  Caffrey  Youth  Service,  Inc. 

Mr.  Erwin  Mellinger,  A.C.S.W.,  psy- 
chiatric social  worker,  child  psychiatry, 
attended  the  annual  meeting  of  the 
American  Orthopsychiatry  Association 
held  in  Detroit,  April  4-8.  Mr.  Mel- 
linger attended  workshops  and  semi- 
nars on  community  psychiatry. 

Miss  Mary  Budke,  A.C.S.W.,  psy- 
chiatric social  worker,  child  psychiatry, 
was  recently  re-elected  treasurer  of  the 
Near  West  Side  Council,  a delegated 
organization  devoted  to  improving 
community  resources  and  conditions 
and  stimulating  community  interest  in 
development.  Miss  Budke  serves  on  the 
Board  of  Directors  of  the  Council. 

Dr.  Silvio  Aladjem,  associate  pro- 
fessor of  obstetrics  and  gynecology  at 


Case-Western  Reserve  School  of  Med- 
icine recently  participated  in  a series 
of  experiments  in  the  Perinatal  Biology 
Laboratories. 

Mr.  Todd  Riddell,  clerk.  Rush  Med- 
ical College  Library,  was  the  recipient 
of  the  Albert  J.  Greenstein  Memorial 
Award  for  interpersonal  relations  with 
patients,  faculty,  and  fellow-students  in 
prosthodontics  at  the  University  of 
Illinois  Medical  Center  Dental  School. 

John  Comer,  director,  employment, 
recently  appeared  on  Channel  1 1 — 
WTTW  as  part  of  their  annual  auction. 
Comer  plays  Plectrum  Banjo  and  is  a 
member  of  the  Banjo  Bootleggers.  The 
group  was  auctioned  off  for  the  largest 
amount  of  any  musical  group — $675. 

Lillie  McGruder,  nurse’s  aide,  sur- 
gical nursing,  has  been  named  the 
union  representation  for  nurse  aides. 

Mrs.  Gloria  Quarles,  secretary,  sur- 
gical nursing,  graduated  from  Malcom 
X College  on  June  7 with  her  Associate 
of  Arts  degree  in  journalism. 

New  arrivals  came  to  the  following 
employee’s  homes.  Girls  were  bom  to 
Betty  and  L.  C.  Graves,  housekeeping; 
and  Natividad  and  Roland  Balagtas, 
instructor,  pediatrics.  Boys  were  bom 
to  Shirley  and  Albert  Higgins,  payroll 
clerk.  Mile  Square  Health  Center; 
Catherine  and  Curtis  Akins,  radiology; 
Leslie  and  Salah  Husseini,  hematology; 
Zubaida  and  Ghulam  Sheikh,  assistant 
professor,  obstetrics-gynecology;  Cath- 
eve  and  Gary  Strokosch,  pediatric  resi- 
dent; and  Arlene  and  David  Ashbach, 
medical  resident. 
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Round  About 


Granger  Award  Goes 
To  Gwendolyn  Lewis 


Soul  Music  in  July 

The  recent  sound  of  soul  music  coming 
from  the  Marshall  Field  IV  Mental 
Health  Center  was  for  real.  On  July  14 
a group  of  65  young  people,  ages  1 4-2 1 , 
from  the  Youth  Black  Heritage  Thea- 
tre of  the  Provident-St.  Mel  School,  1 19 
S.  Central  Park,  provided  the  enter- 
tainment for  the  psychiatric  patients 
and  staff.  This  group  performs  through- 
out the  city  and  will  return  to  the  Cen- 
ter some  time  in  August. 

Hail  to  the  Evening  and  Weekend 
Volunteer 

A dinner  for  evening  and  weekend  vol- 
unteers was  held  Tuesday,  June  20  in 
Room  600.  This  dinner  was  held  in 
honor  of  those  volunteers  who  take  time 
after  their  regular  jobs  and  on  weekends 
to  devote  time  to  our  patients.  We  are 
deeply  grateful  to  .them  all. 

Honeywell  2200  Welcomes  Central 
Service 

Honeywell  2200  took  on  a new  client  in 
July:  central  service  department.  The 
Medical  Center  computer  is  now  in- 
volved in  an  interdepartmental  billing 
system.  This  system  offers  all  depart- 
ments an  itemized  monthly  utilization 
report  along  with  current  pricing  of  all 
items  purchased  from  central  service. 
This  will  provide  all  managers  with  an 


Circle  Court,  an  $8  million  shopping  center, 
is  now  under  construction  on  a five-acre  site 
at  the  Eisenhower  Expressway,  Racine  and 
Harrison  Streets.  It  will  house  a bank,  a 


aid  in  establishing  budgetary  costs  and 
future  estimates. 

Acupuncture  Expert  Here 
Dr.  Masayashi  Hyodo,  professor  and 
chairman,  department  of  anesthesi- 
ology, Osaka  Medical  College,  Japan, 
is  currently  visiting  professor  in  the 
Medical  Center’s  department  of  anes- 
thesiology. Dr.  Hyodo  is  seeing  patients 
who  have  pain  problems,  as  well  as 
demonstrating  and  teaching  the  theory, 
practicality  and  application  of  acupunc- 
ture for  relief  of  chronic  pain  problems. 
He  has  published  a book  in  Japanese  on 
the  management  of  pain  in  addition  to 
one  on  acupuncture  which  he  will  be 
translating  into  English. 

More  Research  Grants 
Dr.  Klaus  Kuettner,  associate  biochem- 
ist, department  of  orthopedic  surgery 
and  associate  professor  of  biochemistry, 
has  been  awarded  a $1 9,450  grant  from 
the  Department  of  Health,  Education 
and  Welfare,  National  Institute  of  Ar- 
thritis, Metabolism  and  Digestive  Dis- 
eases, for  the  research  project  entitled, 
“Interrelationship  Among  Cartilage 
Matrix  Components.” 

Dr.  Richard  J.  Sassetti,  director, 
blood  bank,  and  Dr.  William  Knospe, 
associate  professor  of  medicine,  have 
once  again  been  awarded  a grant  from 
the  Leukemia  Research  Foundation. 


Jewel  Eood  Store,  a covered  arcade  with 
about  30  to  35  stores  and  an  interior  mall. 
This  will  be  a great  boon  to  the  near  west 
side  area  where  few  shopping  facilities  exist. 


Gwendolyn  Lewis,  R.N. 


Mrs.  Gwendolyn  Lewis,  R.N.,  has 
received  the  first  Virginia  Granger 
Award  presented  by  the  department  of 
medicine  house  staff  “in  recognition  of 
her  excellence  in  medical  nursing.”  Mrs. 
Lewis  is  a night  supervisor  (11  p.m.-7 
a.m.)  and  is  responsible  for  10  and  11 
East  Pavillion. 

“I  was  really  surprised,”  said  Mrs. 
Lewis  when  informed  of  her  award.  She 
has  worked  the  night  shift  at  Presbyte- 
rian-St.  Luke’s  Hospital  since  1956  and 
finds  it  a real  challenge. 

“At  night,  at  a time  when  there  are 
no  directors,  you  must  make  your  own 
decisions  and  these  must  be  the  right 
decisions  when  there  are  patients  in- 
volved,” she  said.  Because  of  this  tre- 
mendous responsibility,  Mrs.  Lewis 
works  closely  with  the  house  staff,  par- 
ticularly the  interns.  In  appreciation  of 
her  efforts  and  concern  for  patient  care 
the  medical  house  staff  voted  that  she 
receive  the  coveted  medical  nursing , 
award. 

Dr.  Neal  Sklaver,  chief  resident  for 
the  1971-72  medical  house  staff,  com- 
mented, “We  felt  Mrs.  Lewis  emulated 
the  fine  qualities  we  respected  in  Mrs. 
Granger.  At  a time  when  nursing  cover- 
age is  light,  she  was  tremendously  help- 
ful and  provided  valuable  assistance.” 
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Rookies  Win  Ft  All 


The  Rookies  have  won  the  cham- 
pionship of  the  Ms.  Hospital  Softball 
League  despite  the  absence  of  two  key 
players. 

Ms.  Johnnie  Jones  was  out-of-town 
and  Ms.  Sue  Glover  was  admitted  to 
Presbyterian-St.  Luke’s  Hospital  just 
prior  to  the  game  Friday. 

Before  playing  Cook  County,  the  Re- 
habilitation Institute  had  to  be  beaten. 
This  was  accomplished  with  a 12-3  vic- 
tory. The  Rookies  were  then  ready  for 
the  “big  game.” 

With  fantastic  defensive  work  by  both 
teams  it  was  a very  close  game  all  the 
way.  In  the  top  of  the  fifth  inning,  with 
the  score  tied  at  2-2,  and  no  outs,  Pat 
Lowder  stepped  up  to  bat  and  slammed 
one  into  right  center  field  for  a home 
run  to  score  the  winning  run. 

Reserve  pitcher  Rosetta  Chapman 
was  superb  against  the  hard  hitting 
Cook  County  “Blue  Devils.”  Earlier 
in  the  season  the  “Blue  Devils”  crushed 
the  Rookies  by  a 17-2  score. 

The  officials  said  it  was  one  of  the 
best  played  women’s  softball  games 
they  had  ever  seen. 

Coach  Tom  Davis  proudly  says  of  his 
team,  “They  practiced  hard  and  played 
hard.  It  was  a great  team  with  great 
players.” 


The  “Rookies,”  winners  of  the  1972  Ms. 
Hospital  Softball  League  gathered  together 
with  their  trophies.  Thrilled  with  the  award 
were  (left  to  right)  proud  coach  Tom  Davis, 
graphic  reproduction;  Patricia  Lowder,  sec- 
retary, microbiology;  Rosetta  Chatman,  re- 
ceptionist, transfusion  therapy;  Joan  Mathe- 
son,  transfusion  therapy;  Linda  Tschappat, 
R.N.,  nursing  staff  education;  Kathy  Kee- 
nan, intensive  therapy;  Adrian  Stampley, 


medication  technician;  Carol  Blendowski, 
R.N.;  Carolyn  Janousek,  dietician;  Carol 
Victor,  R.N.;  Melzar  Reynolds,  medication 
technician;  Barbara  Zielonka,  clinical  hema- 
tology; Joyce  Paschal,  transport  specialist; 
Johnnie  Jones,  secretary,  food  service;  assis- 
tant coach,  Leroy  Irvin,  supervisor,  splint 
room;  and  James  V . Morgan,  assistant  direc- 
tor, employee  relations. 


The  fourth  annual  LPN  Day  u a.?  held  June 
27  in  Schweppe-Sprague  Hall.  Those  as- 
sembled were  welcomed  by  Mrs.  Eula  Mont- 
gomery, LPN  Unit  President.  The  afternoon’s 
activities  included;  “Pathways  and  Needs  of 


LPNs”  presented  by  Mrs.  Bessie  McElroy, 
LPN,  2nd  Vice  President,  Division  1 ; “What 
it  means  to  be  an  LPN”  by  Miss  S.  Smith;  a 
film  on  “Total  Hip  Replacement  and  Nursing 
Care  Before  and  After  Surgery”  with  presen- 


tations by  these  LPN  IPs:  Mrs.  J.  Doley, 
Mrs.  A.  Jones,  Mrs.  K.  Jordan,  and  Mrs.  M. 
Vessel;  tours  of  the  orthopedic  units  were 
conducted;  and  then  tea  was  served. 
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MSHC  Teams: 
“So  Much  Easier” 


Mr.  and  Mrs.  Ernest  Brown  of  1900 
W.  Washington  are  a Mile  Square  fam- 
ily with  four  children — seven  year  old 
Sharon  and  four  year  old  triplets,  Mi- 
chelle, Ladelle  and  Lovelle.  When  a 
member  of  the  family  had  to  see  a doc- 
tor, elaborate  arrangements  often  had 
to  be  made.  A baby  sitter  had  to  be 
found  for  the  children  if  Mrs.  Brown 
had  to  go  to  the  Center  or  else  it  meant 
taking  them  with  her  and  making  sure 
they  didn’t  get  lost  or  become  a nuisance 
in  the  waiting  room.  In  addition  when- 
ever she  was  referred  to  a different  de- 
partment, she  had  to  repeat  her  entire 
history  and  go  from  one  area  to  an- 
other often  on  different  days. 

All  that  has  changed  with  the  crea- 
tion of  Family  Health  Teams.  These 
were  set  up  in  June  to  provide  more  ef- 
fective personalized  health  care  for  the 
23,000  residents  of  the  Mile  Square 
area. 

Now  Mrs.  Brown  can  arrange  to  see 
her  internist  at  the  same  time  as  the 
children  visit  their  pediatrician  because 
both  physicians  are  on  the  same  team. 
Located  in  the  same  group  of  offices 
are  all  the  other  health  center  person- 
nel who  serve  the  Brown  family. 

“It’s  so  much  easier  this  way,”  says 
Mrs.  Brown  about  the  new  system. 

In  terms  of  the  total  health  care  of 
the  Brown  family,  the  change  from  clin- 
ical departments  to  the  team  approach 
offers  much  more  than  easier  schedul- 
ing. 

Offers  Much 

The  teams  were  developed  to  treat 
patients  in  the  context  of  their  families, 
promote  interdisciplinary  approaches 
to  family  health  care,  eliminate  frag- 
mentation and  duplication  of  services, 
and  identify  multi-problem  families  and 
address  resources  to  their  needs. 

“We  expect  the  new  system  to  pro- 
duce a much  more  efficient  and  eco- 
nomical delivery  of  health  services,  and 
a more  meaningful  interdisciplinary  ef- 
fort to  meet  the  patient’s  total  health 
care  needs,”  says  F.  Daniel  Cantrell, 
the  Center’s  Project  Director. 

Four  teams — each  composed  of  in- 
ternists, pediatricians,  dentists,  social 
workers,  nurses,  community  health 
aides  and  support  clerical  personnel — 
are  assigned  to  serve  specific  census 


tracts  in  Mile  Square.  Each  team  serves 
between  1,500  and  2,000  families.  A 
smaller  satellite  team  is  being  developed 
for  the  Patrick  Sullivan  senior  citizens 
housing  project,  so  that  elderly  patients 
do  not  have  to  leave  their  homes  for 
health  care. 

Specialty  Teams 

A triage  team  handles  walk-ins  and 
emergency  cases  when  the  patient’s 
regular  team  is  not  available.  And  a 
specialty  team  provides  obstetrics,  gy- 
necology and  psychiatry  services  on  re- 
ferral from  the  primary  teams.  An 
ophthalmology/optometry  unit  will 
soon  be  added  to  the  specialty  services. 
The  teams  are  under  the  direction  of 
the  Center’s  department  of  health  ser- 
vices. 

The  organization  of  the  teams  is 
ideally  suited  to  fostering  stronger  per- 
sonal relationships  between  the  staff  and 
patients,  since  each  team  is  responsible 


for  a fixed  number  of  families  with  the 
same  geographic  proximity. 

One  physician  or  dentist  acts  as 
leader  of  each  team  with  final  respon- 
sibility for  the  working  of  that  team.  A 
public  health  nurse  coordinates  the 
team’s  day-to-day  activities,  and  other 
public  health  nurses  assigned  to  spe- 
cific families  are  the  team’s  primary 
contacts  with  these  families.  Each  team 
also  has  its  own  medical  records  area 
eliminating  duplication  and  fragmenta- 
tion of  records,  and  its  own  driver  to 
transport  patients  who  cannot  get  to 
the  Center.  Families  meet  the  same  staff 
members  each  time  they  come  to  the 
Center,  and  aU  family  records  are  avail- 
able immediately  in  the  team  area. 

“It  means  you  don’t  have  to  explain 
so  much  each  time  you  come,”  says 
Mrs.  Brown,  who  is  employed  as  a 
physical  therapy  aide  at  St.  Elizabeth 
Hospital.  Her  husband  is  a guard  at 
Mile  Square. 


Mrs.  Brown  discusses  her  family  with  members  of  the  health  team  which  includes  internist, 
pediatrician,  nurses  and  aides. 
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Mr.  Brown  sees  his  dentist  while  Mrs.  Brown  and  the  children  are  with  the  pediatrician. 


The  team  approach  has  also  made 
possible  an  interdisciplinary  audit  of  pa- 
tient care,  in  addition  to  the  regular  de- 
partmental audits. 

New  Departmental  Functions 
The  teams  have  not  eliminated  tra- 
ditional clinical  departments,  but  have 
enabled  them  to  function  in  a new  way. 
While  primary  health  care  is  managed 
by  the  teams,  programs  of  preventive 
medicine  and  dentistry  are  handled  on 
a departmental  level.  Testing  and  coun- 
seling for  sickle  cell  anemia  and  lead 
poisoning  are  the  responsibility  of  the 
pediatrics  department;  glaucoma  and 
venereal  disease  screening  and  counsel- 
ing are  handled  by  the  department  of 
medicine;  dental  check-ups  and  demon- 
strations for  children  in  all  Mile  Square 
schools  are  arranged  by  the  department 
of  dentistry;  youth  programs  and  psy- 
chological counseling  to  area  schools 
are  provided  by  the  department  of  men- 
tal health. 

There  have  been  a number  of  prob- 
lems in  bringing  about  the  change  to 
teams.  While  facilities  in  the  new  Mile 
Square  Health  Center  building  now  go- 
ing up  on  Washington  Boulevard  will 
be  geared  to  this  approach,  the  two 
main  buildings  now  being  used  for  clin- 
ical services,  at  2040  and  2049  West 
Washington,  are  not  really  suitable, 
and  offices  and  examining  rooms  had 
to  be  moved  around  to  accommodate 
the  teams.  Another  problem  arose  be- 
cause teams  are  assigned  to  census 
tracts,  thus  requiring  some  patients  to 
change  physicians,  often  after  several 
years  with  the  same  internists  or  pedia- 
trician. Patients  retain  their  right  to  se- 
lect physicians  within  their  team. 

The  changeover  was  eased  by  the 
fact  that  the  Center's  field  visiting  teams, 
composed  of  public  health  nurses  and 
community  health  aides,  had  been  visit- 
ing patients  on  the  basis  of  census  tracts 
for  some  time,  thus  providing  an  effec- 
tive bridge  for  the  new  system. 

Because  the  teams  were  only  recently 
established,  it  is  still  too  early  to  evalu- 
ate their  effectiveness.  However,  a pilot 
team  set  up  in  February  on  an  experi- 
mental basis  has  been  evaluated.  It  was 
found  that  patient  satisfaction  was  high, 
and  that  staff  morale  was  higher  than 
under  the  previous  system. 
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Anton  Dorner and  the  Incinerator 


Anton  Dorner  is  chief  engineer  in 
the  physical  plant.  The  incinerator  is  an 
8 foot  X 22  foot  X 12  foot  monster  that 
constantly  reminds  Tony  that  hospital 
smoke  stack  emissions  must  be  con- 
trolled and  that  air  pollution  levels  are 
not  to  be  surpassed. 

The  Illinois  Pollution  Control  Board 
recently  passed  comprehensive  air  pol- 
lution regulations.  These  are  designed 
to  control  the  emissions  of  sulfur  di- 


oxide, particulate  matter,  nitrogen  ox- 
ides, carbon  monoxide  and  hydrocar- 
bons. “These  regulations,”  said  Mr. 
Dorner,  “require  that  we  monitor  our 
emissions,  keep  detailed  records,  main- 
tain our  equipment  adequately,  and 
make  regular  reports.” 

The  incinerator  which  has  the  ca- 
pacity to  decompose  nearly  2,000 
pounds  of  trash  per  hour  is  operated  18 
hours  a day  with  the  other  six  hours 


devoted  to  clean-up.  At  the  end  of  each 
day  approximately  three  cubic  yards  of 
ashes  and  two  cubic  yards  of  crushed 
glass  and  cans  are  picked  up  by  a scav- 
enger company. 

The  incinerator  has  three  chambers; 
a primary  burn  chamber  whose  capa- 
bilities were  increased  from  500,000 
BTUs  to  one  million  BTUs  last  year; 
an  after  burn  chamber  which  has  a five 
million  BTU  rating  as  opposed  to  last 
year’s  one  million;  and  a wash  chamber. 

“With  disposable  and  plastic  prod- 
ucts used  more  frequently  throughout 
the  Medical  Center,”  Mr.  Dorner  com- 
mented, “it  became  necessary  last  year 
to  remodel  and  increase  our  incinerator 


The  scmi-automatcd  washing  machine  designed 
trash  containers. 
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capabilities  in  order  to  control  emis- 
sions.” 

Trash  is  dumped  into  the  primary 
burner  and  proceeds  into  the  1400  de- 
gree Fahrenheit  after  burn  chamber  and 
then  the  wash  chamber.  The  smoke 
emissions  go  up  into  the  stack  while 
the  heavy  particulants  are  collected  into 
two  sump  tanks.  A neutralizer  is  added 
and  this  goes  into  the  city  sewer. 

Latest  modifications  in  this  operation 
have  included  the  rebuilding  of  the  wash 
chamber  and  lining  it  with  acid  resistant 
fire  brick.  In  addition,  the  incinerator 
room  is  cleaner  and  brighter  with  new 
paint  and  lights.  Disinfectant  spray  is 
used  throughout  the  day. 


Tony  Dorner  uses  steam  to  clean  the  one  yard 


An  ash  cart  on  a track  has  been  de- 
signed and  is  now  used  to  haul  the  resi- 
due to  a pit  and  dump  it  directly  into  a 
one  yard  hopper.  This  is  transported  to 
the  loading  dock  and  is  picked  up. 

Another  innovation  designed  and 
built  by  Mr.  Dorner  from  spare  com- 
ponents is  a semi-automated  washing 
machine  which  uses  steam  to  clean  the 
one  yard  trash  containers  supplied  by 
the  scavenger  service.  Approximately 
1 40  containers  of  trash  are  accumulated 
each  day. 

The  incinerator  operation  has  vari- 
ous alarms  to  assure  efficiency  and 
safety.  To  make  sure  that  the  incinera- 
tor is  not  overloaded  an  alarm  rings 
every  five  minutes  to  let  the  operator 
know  it  is  time  to  close  the  hatch.  The 
smoke  emissions  are  controlled  by  a 
continuous  Ringleman  recording  chart. 
This  rating  is  related  to  a chart  of  vari- 
ous shades  of  gray  numbered  1 to  5. 
Stack  emissions  are  kept  within  the 
legal  number  1 rating.  An  alarm  sounds 
when  the  number  2 rating  is  ap- 
proached. This  is  legal  only  four  min- 
utes out  of  every  30. 

“When  the  incinerator  is  shut  down 
for  repairs  or  new  instrumentation  is 


added  the  emissions  will  be  in  the  num- 
ber 2 rating  when  the  fire  is  first  being 
started.  Although  only  momentary  the 
pollution  control  board  is  quick  with 
its  citations,”  Mr.  Dorner  commented. 

Pollution  is  an  extremely  important 
issue  today  and  Mr.  Dorner  and  his 
staff  have  the  situation  completely  un- 
der control.  Through  their  efforts  the 
incinerator  will  continue  emitting  num- 
ber 1 Ringleman  rating  smoke  from 
now  on. 


NO.  3 


“Ringleman  rating  chart” 


Roman  Weres,  assistant  librarian,  Rush  is  president  of  the  Ukranian  Museum  and 
Medical  College,  assembled  an  exhibit  of  was  instrumental  in  allowing  the  priceless 
Ukranian  Folk  Art  for  the  art  gallery  display  items  to  be  exhibited, 
case  during  the  month  of  June.  Mr.  Weres 


Educational  Programs 
Graduate  52 


Pediatric  Nurse  Associate  Program 

Graduation  ceremonies  for  the  third 
Pediatric  Nurse  Associate  class  were 
held  May  24  in  Schweppe-Sprague  Hall. 
Mrs.  Iris  R.  Shannon,  assistant  chair- 
man, division  of  nursing,  and  co-direc- 
tor, Pediatric  Nurse  Associate  program, 
was  moderator  of  the  ceremonies. 
Speakers  included  Miss  M.  Sue  Kern, 
chairman,  division  of  nursing.  Dr.  Harry 
P.  Elam,  coordinator.  Health  Center 
pediatric  clinic,  and  Dr.  James  A. 
Campbell,  Medical  Center  president, 
who  presented  “Health  Manpower 
Needs  in  Illinois.” 

The  16-week  PNA  program  was  ini- 
tiated in  January,  1971,  and  resulted 
from  an  in-service  education  experience 
developed  at  Mile  Square  Health  Cen- 
ter. It  was  the  first  PNA  program  in  Illi- 
nois to  prepare  R.N.’s  for  an  expanded 
role  in  the  care  of  ambulatory  pediatric 
patients.  The  program  was  revised  in 
accordance  with  guidelines  endorsed  by 
the  American  Academy  of  Pediatrics 
and  the  American  Nurses’  Association. 
It  is  sponsored  jointly  by  the  division  of 
nursing,  and  the  departments  of  preven- 
tive medicine  and  pediatrics  and  is 
funded  by  the  Illinois  Commission  on 


Higher  Education. 

School  of  Radiologic  Technology 

Fifteen  students  graduated  recently 
from  the  Medical  Center’s  School  of 
Radiologic  Technology.  Dr.  Richard  E. 
Buenger,  chairman,  diagnostic  radi- 
ology and  Mr.  Ollie  Sparks,  R.T.,  tech- 
nical director,  presented  the  diplomas 
and  school  pins. 

The  graduates  are  now  eligible  for 
the  Examination  of  the  American  Reg- 
istry of  Radiologic  Technologists  and 
upon  passing  it  will  hold  the  title  of 
Registered  Technologist.  Each  student 
completes  a two  year  course  which  is 
approved  by  the  Council  on  Education 
of  the  American  Medical  Association. 
Radiologists  and  registered  technicians 
supervise  the  clinical  experience  and 
give  classes  in  the  subjects  recom- 
mended by  the  Advisory  Committee  of 
the  American  College  of  Radiology. 

Medical  Nurse  Associate  Program 

The  first  group  of  R.N.’s  to  complete 
the  12-week  Medical  Nurse  Associate 
program  received  their  Certificates  of 
Completion  in  ceremonies  held  June  1 6 
in  Schweppe-Sprague  Hall. 


The  course,  designed  to  prepare 
nurses  to  assume  greater  responsibility 
in  the  management  of  chronically  ill 
patients,  was  sponsored  jointly  by  the 
division  of  nursing  and  the  department 
of  preventive  medicine.  The  pilot  pro- 
gram was  funded  by  the  Health  Educa- 
tion Commission  of  the  Illinois  Board 
of  Higher  Education.  The  success  of 
the  initial  effort  has  resulted  in  the 
granting  of  a three  year  contract  for 
continuation  and  expansion  of  this  pro- 
gram by  the  Department  of  Health, 
Education  and  Welfare. 

Dr.  Joyce  C.  Lashof,  chairman,  de- 
partment of  preventive  medicine  and 
co-director.  Medical  Nurse  Associate 
program,  served  as  moderator  at  the 
graduating  ceremonies.  Speakers  in- 
cluded: Miss  M.  Sue  Kern,  chairman, 
division  of  nursing;  Dr.  Barbara  Noble, 
medical  coordinator,  MNA  Program; 
Mrs.  Iris  R.  Shannon,  assistant  chair- 
man, division  of  nursing  and  co-director 
MNA  Program;  and  Mr.  Gail  Warden, 
executive  vice  president,  operations, 
who  presented  “Role  Expansion  and 
Redefinition.  Their  Implications  for 
Health  Care  Delivery.”  The  certificates 
were  presented  by  Mr.  Warden  and 


The  foUowinfi  Pediatric  Nurse  Associates 
recently  completed  the  16-week  course: 
(standing  left  to  right)  Bonnie  Biskehorn. 
B.S.N.,  Pamela  Lowry,  B.S.N.,  Helen  Hall- 
man, R.N ,,  Lori  Postal,  PNA  instructor,  Mrs. 


Iris  .Shannon,  assistant  chairman,  division  of 
nursing  and  co-director,  pediatric  nurse  as.so- 
ciate  program,  Evelyn  Schrock,  R.N.,  Linda 
Burton.  B.S.N.,  Concordia  Rundell,  B.S.N., 
(seated  left  to  right)  Mary  Lou  Bowers, 


B.S.N.,  Gayle  Carroll,  R.N.,  Sandra  Landen, 
R.N.,  Patricia  Murray,  B.S.N.,  Rita  Wollen- 
schlager,  R.N. 
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The  1972  graduating  ceremonies  for  the 
School  of  Radiologic  Technology  were  held 
in  Room  600.  Present  were  (standing  left  to 
right)  Mr.  Ollie  J.  Sparks,  R.T.,  technical 
director,  Dr.  Richard  E.  Biienger,  chairman, 
diagnostic  radiology.  Miss  Lorraine  M.  Har- 
ris, R.T.,  and  the  following  graduates:  Vin- 


The  following  Medical  Nurse  Associates  have 
completed  the  12-week  course:  (seated  left 
to  right)  Mary  Lau,  Ellen  Plank,  Diana 
Vespa,  Barbara  Dolas,  Francine  LeBeau, 


cent  Corpino,  Robert  Fallon,  Melvin  Smith, 
James  Stoharsky,  William  Hayden,  Thomas 
Ma.s.sey,  Terrence  Solbrig,  (seated  left  to 
right)  William  Reynolds,  Jr.,  Mrs.  Lulu  Ann 
Grun,  Theresa  Lane,  Joyce  Bahamonde , Ver- 
onica Ascencio,  Isabelle  Allarey,  Shanti 
Juneja  and  James  McGill,  Jr. 


(standing  left  to  right)  Kathleen  Marteel, 
Ely.<!sa  Springer.  Mary  Harty.  Nancy  Abell, 
Barbara  Oakland,  and  Carlene  Smith. 


Miss  Linda  Clemmings,  R.N.,  instruc- 
tor and  coordinator,  MNA  Program. 

TTie  nurses  completing  the  course 
have  returned  to  their  respective  insti- 
tutions: Mile  Square  Health  Center,  the 
University  of  Illinois  Clinics,  the  Chi- 
cago Visiting  Nurse  Association  and 
the  Medical  Center. 

School  of  Medical  Technology 
School  of  Medical  Technology  stu- 
dents elected  not  to  have  formal  gradu- 
ation ceremonies  this  year.  Of  the  15 
graduates,  seven  received  their  diplomas 
June  30,  and  eight  students  will  receive 
theirs  in  September. 

Graduating  in  June  were  Joan  Bern- 
hardt, Roy  Dexter,  Maria  Mozayeni, 
Diana  Spanski,  Kathy  Whelton,  Dianne 
Zager,  and  Mary  Zimmerman.  Septem- 
ber graduates  include  Grechen  Gessner, 
Pamela  Ingram,  Kathleen  Koss,  Nancy 
Lee,  Herbert  Miller,  Sandra  Patterson. 
Jules  Skvorak  and  Anthony  Simeitis. 

The  School  of  Medical  Technology 
offers  a one  year  course  in  conjunction 
with  college  programs  for  a bachelor  of 
science  degree  in  medical  technology. 

Most  students  enter  the  program  af- 
ter their  third  year  of  college  work. 
However,  it  may  be  taken  after  the  stu- 
dent has  received  his  B.S.  degree. 

Following  a four  week  basic  intro- 
ductory laboratory  program,  students 
rotate  through  various  areas  including 
hematology,  clinical  chemistry,  micro- 
biology, serology,  history  and  the  blood 
bank.  In  addition,  they  attend  medical, 
surgical  and  pathological  grand  rounds 
as  well  as  various  seminars  held  by  re- 
lated departments. 

To  anyone  interested  in  seeing 
brotherhood  at  work  a stroll  through 
the  facilities  of  Presbyterian-St. 
Luke’s  Hospital  is  suggested.  Here 
in  a quiet,  everyday  kind  of  a way, 
black  tends  white  and  white  tends 
black  and  also  shades  between,  with 
but  one  obvious  intent  in  mind:  to 
help  preserve  the  life  of  a fellow  man. 
Here  indeed  is  brotherhood  at  work 
and  in  complete  contradistinction  to 
the  sadistic  supremist's  claim  that  it 
can't  be  done. 

Reprinted  from  the  Furthermore 
column  of  the  June  25th  edition  of 
the  Chicago  Sun-Times. 
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Corridor  News 


Congratulations  to  Miss  Ruzica  Ma- 
rianovic,  research  assistant,  dermatol- 
ogy, on  her  marriage  to  Robert  Wiesen. 

The  Medical  Staff  Office  welcomes 
Lianne  Arturi  as  new  clerk-typist. 

Thomas  Doherty,  admitting,  gradu- 
ated with  honors  from  St.  Ignatius  High 
School.  He  received  a scholarship  to 
the  Illinois  Institute  of  Technology. 

Dr.  Ernest  W.  Fordham,  chairman 
and  professor  of  nuclear  medicine,  and 


his  family  went  back-packing  this  June 
in  Yellowstone  National  Park. 

Tena  M.  Cole,  audiologist,  speech 
and  hearing,  was  married  to  Dr.  How- 
ard H.  Tessler  and  will  be  moving  to 
San  Francisco.  Good  luck. 

Father  Leonard  Mezydlo  has  been 
appointed  Catholic  chaplain  to  Presby- 
terian-St.  Luke’s  Hospital  by  the  Arch- 
diocese of  Chicago.  He  has  recently 
been  pastoral  counselor  with  Catholic 


Charities  and  The  Catholic  Family 
Consultation  Service.  As  assigned  hos- 
pital chaplain,  he  will  be  available  to 
Catholic  patients,  families  and  staff 
daily  from  8 a.m.  to  4 p.m.  He  has  an 
office  in  Pastoral  Services  on  One  Pa- 
vilion, extension  5569-70. 

Congratulations  to  Dr.  and  Mrs. 
G.V.S.  Rayudu,  associate  radiophysi- 
cist, nuclear  medicine,  on  the  arrival  of 
their  twins — a boy  and  a girl. 


Dr.  Vasile  Gori^an  (rii’lit),  associate  profes- 
sor of  infectious  disease.  Institute  of  Medicine 
and  Pharmacy,  Cluj,  Romania,  listens  to  Dr. 
Stuart  Levine’s  (left)  dc.scription  of  a patient's 
symptoms.  Dr.  Levine,  director  of  infectious 
di.scascs,  and  his  staff,  presented  special  pa- 
tient rounds  to  Dr.  Gorpan  who  is  also  head 


of  the  department  of  observation,  intensive 
therapy  and  cmerpcncies,  and  virus  hepatitis 
at  the  Clinic  of  Infectious  Disease.  He  is  a 
participant  in  the  International  Visitor  Pro- 
pram. Bureau  of  Educational  and  Cultural 
Affairs.  U.S.  Department  of  State,  and  toured 
the  Medical  Center  on  June  20  accompanied 


by  a special  c.scort-intcrpretor. 

The  tour  of  the  Medical  Center  included 
the  surgical  intensive  care  unit  with  Mr. 
William  Borton,  a.sociate  administrator,  the 
department  of  microbiology  with  Dr.  D. 
Peterson,  and  the  facilities  of  Rush  Medical 
College. 


Mrs.  Ruby  Gilbert,  emergency  room  coor- 
dinator ti’a.9  recently  named  Merit  Employee 
of  the  Week  by  the  Merit  Committee  of  the 
Chicago  As.mciation  of  Commerce  and  In- 
dustry. Mrs.  Gilbert  was  the  Medical  Center's 
first  1972  Employe  of  the  Quarter. 

The  Medical  Center  is  one  of  more  than 
1,700  member  companies  of  the  merit  em- 
ployment committee  who  have  reaffirmed 
their  pledge  to  hire  and  promote  .solely  on 
the  basis  of  merit. 

Mr.  William  Kona,  director.  Rush  Medical 
College  Library,  examines  a first  edition  of 
Dr.  Benjamin  Rush's  “An  Inquiry  into  the 
Effects  of  the  Ardent  Spirits  upon  the  Body 
with  An  Account  of  the  Means  of  Preventing, 
and  of  the  Remedies  for  Curing  Them’’  pub- 
lished in  1811.  Through  the  contributions  of 
Drs.  Russell  C.  Hanselman,  Frank  B.  Kelly 
Sr.,  James  F.  Scharf,  and  John  R.  Wolff,  the 
library  has  acquired  .several  Rush  first  edi- 
tions for  its  collection  which  is  presently  on 
display.  Also  on  display  are  Rush  medallions 
donated  by  Dr.  Frank  H.  Neukamp. 


This  year  Ru.sh  County  and  Rushville,  In- 
diana, are  celebrating  their  I50th  anniver- 
sary. Both  county  and  city  were  named  for 
Dr.  Benjamin  Rush  who  war  an  instructor  of 


one  of  the  countv’s  first  physicians.  Dr.  Wil- 
liam LaughUn  ( 1 778- 1 837). 

At  this  time,  Ru.sh  Medical  College  Library 
is  pleased  to  have  on  display  memorabilia  on 


the  celebration  and  history  of  Rush  County. 
These  items  have  been  provided  by  the  Rush 
County  Sesquicentennial  Committee. 
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Professional  Activities 


Dr.  Max  S.  Sadove,  chairman  and 
professor  of  anesthesiology,  spoke  on 
May  20  in  Peoria  to  the  Spring  Con- 
vention of  Illinois  Association  of  Nurse 
Anesthetists.  His  topic  was  “Anesthesia 
and  the  Asthmatic.”  On  May  24,  Dr. 
Sadove  presented  “A  Second  Look  at 
Morphine”  to  the  Long  Beach  (Cali- 
fornia) Society  of  Anesthesiologists. 

Harriet  Schwartz,  R.N.,  oncology 
nurse-clinician,  recently  attended  an 
American  Cancer  Society  seminar  on 
the  subject  of  New  Trends  in  Cancer 
Nursing  at  the  University  of  Illinois. 
This  is  part  of  a continuing  series  of 
Professional  Education  conducted  by 
the  American  Cancer  Society  to  keep 
doctors,  nurses  and  technicians  aware 
of  the  very  latest  in  cancer  research  and 
treatment. 

Margaret  Harvey,  R.T.,  supervisor, 
nuclear  medicine,  has  been  elected 
chairman  for  the  1972-73  term  of  the 
Chicago  Area,  Technologist  Section  of 
the  Society  of  Nuclear  Medicine 
(ATACA).  Miss  Harvey  has  also  been 
appointed  to  the  National  Scientific  and 
Education  Committee  for  the  Society 
of  Nuclear  Medicine. 

Ruth  Spieks,  R.R.A.  and  Mary  John- 
son, recently  attended  a conference  on 
Cancer  Registries  sponsored  by  the 
American  College  of  Surgeons  and  the 
American  Cancer  Society.  The  confer- 
ence, held  at  the  University  of  Chicago, 
was  aimed  at  bettering  cancer  control 
in  Illinois  by  expanding  cancer  registry 
programs  to  improve  the  measurement 
treatment  in  institutions  here. 

Mr.  T.  F.  McNulty,  director,  patient 
financial  services,  participated  as  a 
member  of  the  faculty  at  the  annual  Na- 
tional Institute  of  Hospital  Financial 
Managers  Association  meeting  at  Boul- 
der, Colorado,  on  June  13-14. 

Dr.  Frederick  Malkinson,  chairman 
and  professor  of  dermatology,  and  Dr. 
Roger  Pearson,  associate  professor  of 
dermatology,  presented  papers  at  the 
XIV  International  Congress  of  Derma- 
tology in  Venice.  Dr.  Malkinson  spoke 
on  “Some  Studies  of  Hair  Matrix  Cell 
Kinetics  in  the  Mouse,”  while  Dr.  Pear- 
son presented  “Electron  Microscopy  of 
Epidermolysis  Bullousa  (The  Mechan- 
obullous  Diseases.” 

Dr.  Joseph  R.  Christian,  chairman 


and  professor  of  pediatrics,  attended 
the  Mid- American  Hospital  Medical 
Staff  Conference  at  Fontana,  Wiscon- 
sin, on  June  19-20  and  spoke  on  “The 
Governing  Board’s  Responsibility  for 
Medical  Care.” 

Dr.  Fedor  Bachmann,  chief,  coagula- 
tion laboratory,  and  associate  professor 
of  internal  medicine,  was  one  of  the 
panel  members  of  the  symposium  on 
“Disseminated  Intervascular  Coagula- 
tion” at  the  American  College  of  Physi- 
cians meeting  in  Atlantic  City.  On  May 
23  he  was  invited  to  be  visiting  profes- 
sor at  the  Indiana  University’s  School 
of  Medicine  to  discuss  diagnostic  and 
therapeutic  approaches  of  bleeding 
diseases  and  thromboembolism.  In  ad- 
dition, Dr.  Bachmann  presented  “Lo- 
calized Intravascular  Coagulation, 
Hypercoagulability  Syndrome  and  Fib- 
rinogen Complex  Formation  in  Patients 
with  Renal  Failure”  at  the  XIV  Inter- 
national Congress  of  Hematology  in 
Sao  Paulo  in  July. 

Dr.  Kozo  Nakabayashi,  research  as- 
sociate, anesthesiology,  presented  a 
paper  to  the  11th  annual  Japanese 
Medical  Electronics  and  Biological  En- 
gineering meeting  held  in  Kurume  City, 
Japan,  on  April  21-22.  The  paper  was 
“Non-Invasic  Ultrasonic  Blood  Pres- 
sure Monitoring  for  Neonates  and  Pre- 
matures” by  Kozo  Nakabayashi,  Ph.D. 
Max  S.  Sadove,  M.D.,  chairman  and 
professor  of  anesthesiology,  and  Ra- 
mesh  K.  Mohan,  M.D.,  instructor  in 


pediatrics. 

Dr.  Ludwig  Kornel,  director,  steroid 
unit,  and  professor  of  internal  medicine, 
and  Drs.  Fu-Tzu  Wu  and  Kai  C.  Wong, 
research  fellows  in  the  steroid  unit,  at- 
tended the  IV  International  Congress 
of  Endocrinology  in  Washington,  D.C., 
on  June  17-24.  Drs.  Wong  and  Kornel 
presented  a paper  entitled  “The  Isola- 
tion of  Cytoplasmic  Corticosteroid- 
Binding  Protein  from  Rat  Liver  by 
Means  of  Affinity  Chromatography.” 

Dr.  Klaus  Kuettner,  associate  profes- 
sor of  biochemistry,  participated  in  the 
Santa  Catalina  Island  Conference  on 
June  4-8,  which  was  devoted  to  “The 
Comparative  Molecular  Biology  of  Ex- 
tracellular Matrices.”  Dr.  Kuettner 
participated  in  a panel  discussion  on 
“Biophysical  Properties  of  Connective 
Tissue.”  On  July  10-14  Dr.  Kuettner 
and  Dr.  Nino  Sorgente  attended  the 
Gordon  Research  Conference  on 
Chemistry,  Physiology  and  Structure  of 
Bones  and  Teeth.  Dr.  Kuettner  was 
chairman  of  the  session  on  “Non-Col- 
lagenous  Proteins  in  Matrices  of  Min- 
eralizing Tissues.” 


NOTICE 

Omitted  from  last  month’s  News 
Rounds  was  Dr.  Andrew  Bregman’s 
selection  for  the  John  B.  Drake  Jr. 
Award  in  medicine.  This  presenta- 
tion was  made  at  the  annual  house 
staff  awards  dinner. 
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CRITERIA  FOR  cstaMivbing  the  braacb- 
es.  Campbell  said,  were  need,  community 
desire,  land  commitment  and  pledge  of  ^ 
oancial  equity  Neither  community  now  has 
a bospilai  and  the  (^lymcian-lo-populalioa 
ratios  to  the  two  locales  are  less  than  the 
ratio  for  the  overall  Chicago  area,  he  said. 

Rush  also  announced  new  plans  for  ex- 
pansion and  additions  to  its  Chicago  com- 
plex A fix'e-story.  180-bed  patieot  care  fa- 
cility will  be  added  to  Presb>-tertan.Sl. 
Luke's  Hospital  on  South  Paulina  Street  be- 
tween Harrison  and  Ffoumoy  streets 
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Round  About 


Kudos  for  Ernest  Fordham 

Kudos  are  in  order  for  Dr.  Ernest 
Fordham,  chairman  and  professor  of 
nuclear  medicine  for  passing  the  first 
certifying  examination  of  the  Amer- 
ican Board  of  Nuclear  Medicine.  Dr. 
Robert  Carton,  associate  dean  for  med- 
ical sciences  and  services  commented, 
“Dr.  Fordham  didn’t  have  to  take  this 
examination  for  he  could  have  grand- 
fathered into  a certificate,  but  he  elected 
to  do  so  and  is  to  be  congratulated  for 
this  accomplishment.” 

Dr.  Fordham  and  members  of  his 
staff,  J.  W.  Pippin,  G.  V.  S.  Rayudu 
and  P.  S.  Shirazi,  took  a second  place 
silver  medal  at  the  Society  of  Nuclear 
Medicine  meeting  in  Boston.  They  pre- 
sented examples  of  their  Fluorine  18 
bone  scans. 

Our  Volunteer  Cited  for  Good  Works 

Mrs.  Harold  L.  Klawans,  Sr.,  volun- 
teer in  the  Medical  Center’s  Parkinson’s 
Clinic,  has  received  “The  Illinois  Em- 
inent Service  Certificate”  from  Gov- 
ernor Richard  Ogilvie  “in  recognition 
of  your  life  and  your  unselfish  efforts 
to  help  all  of  mankind.” 

We  salute  you,  Mrs.  Klawans,  for 


your  efforts  on  behalf  of  our  patients. 
Teens  Work  for  Kidney  Fund 

Students  at  Proviso  West  High 
School  organized  a Charity  Week  which 
netted  $1,659.84  for  the  kidney  ma- 
chine fund  at  the  Medical  Center. 

The  week  included  old  fashioned 
contests  (jelly  bean  guessing)  and  raffles 
(watermelon)  with  the  entire  neighbor- 
hood contributing  money  and  mer- 
chandise. Here  is  another  plus  for  the 
youth  of  America. 

Kuwait  Visitor  in  Hematology 

Dr.  A.  H.  Youssef,  director  of  clin- 
ical laboratories,  ministry  of  health, 
Kuwait,  toured  the  section  of  hema- 
tology on  Wednesday,  August  9.  Dr. 
Youssef  was  particularly  interested  in 
Dr.  James  Bacus’  recent  automation 
efforts  in  clinical  hematology. 

Dr.  Fedor  Bachmann,  chief,  coagu- 
lation and  thrombosis  research  labora- 
tories, acted  as  tour  guide  and  dis- 
cussed some  of  the  pertinent  research 
being  conducted  in  his  area. 

Kuwait,  the  richest  country  in  the 
world,  yet  one  of  the  smallest,  is  located 
in  the  Middle  East  near  Saudi  Arabia. 
A hospital  of  800  beds  serves  the  pop- 


ulation of  one  and  a half  million  per- 
sons. The  hematology  laboratories 
have  several  automated  instruments. 
Maintenance,  however,  requires  a re- 
pairman from  Lebanon  to  take  a two 
hour  flight  to  do  his  job. 

New  Looks 

The  section  of  communicative  dis- 
orders, more  commonly  known  as  the 
speech  and  hearing  clinic,  recently 
moved  into  new  offices  on  the  second 
floor  of  the  Rawson  building.  It  occu- 
pies the  area  formerly  used  by  the 
child  psychiatry  clinic  which  is  now 
located  at  1720  W.  Polk.  The  expanded 
facilities  include  a communication  lab- 
oratory, children’s  therapy  room,  con- 
ference room,  audiology  suite  with 
sound  proof  testing  booths  and  a 
speech  pathology  office. 

Physical  plant  headquarters  have 
relocated  to  Suite  820  in  the  Profes- 
sional building.  Included  in  the  move 
were  T.  Nichols,  director,  F.  Krauetle, 
manager,  H.  Thompson,  maintenance 
control,  A.  Dorner,  chief  engineer,  and 
C.  R.  Camplin,  safety  coordinator. 


The  Medical  Center  has  received  a $550,000 
three-year  grant  from  the  Bush  Foundation 
of  St.  Paul.  Minnesota.  The  grant  will  he 
used  to  establish  the  recently  announced 


Rush  College  of  Nursing  and  Allied  Health 
Sciences.  Presenting  the  initial  check  was 
Clarence  J.  Bassicr,  Jr.,  (center)  vice-presi- 
dent. Bush  Foundation.  Accepting  are  Dr. 


James  A.  Campbell  (left).  Medical  Center 
president,  and  Dr.  Luther  Christman  (right), 
dean.  Rush  College  of  Nursing  and  Allied 
Health  Sciences. 
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The  Medical  Center  has  announced 
its  plans  to  build  and  operate  a “new 
kind  of  Iicalth  facility”  in  two  Chicago 
suburbs.  The  suburbs  arc  the  “new 
towns”  of  Schaumburg  and  Park  Forest 
South. 

This  is  the  first  time  a major  medical 
center  and  school  in  the  Chicago  area 
with  comparable  resources  and  backup 
facilities  has  developed  outlying 
branches,  said  Dr.  James  A.  Campbell, 
Medical  Center  president. 

Other  expansion  plans  announced 
include; 

• Establishment  of  a cancer  research 
and  treatment  center. 

• A 180-bed  patient  care  facility  to 
be  added  to  the  center. 

• Tripling  the  size  of  the  previously 
announced  academic  building. 

Emphasis  on  Outpatient  Care 

In  making  the  announcement,  Dr. 
Campbell  said  that  the  new  suburban 
facilities  will  place  heavy  emphasis  on 
outpatient  care  while  providing  acute 
care  hospitalization  when  needed. 

“We  are  looking  for  new  ways  to 
deliver  high-quality  health  care  to  all 
people  at  the  lowest  possible  cost  with 
the  greatest  convenience  to  the  patient,” 
said  Campbell.  “By  combining  ambu- 
latory care  facilities  with  hospital  facil- 
ities, all  services  and  types  of  care  will 
be  concentrated  in  one  place,  making 
access  easier  for  the  patients  and  mak- 
ing it  possible  to  keep  costs  down.  The 
same  laboratory  and  support  equip- 
ment can  be  used  for  both  types  of 
patients. 

“If  the  patient  can  be  treated  in  a 
doctor’s  office,  he  will  be;  if  he  needs 
acute  care,  hospital  beds  will  be  avail- 
able; if  his  is  an  especially  complicated 
case,  he  will  be  sent  to  Presbyterian- 
St.  Luke's  at  the  Medical  Center  in 
Chicago.” 

Two  200-Bed  Hospitals 

Plans  call  for  construction  of  two 
200-bed  hospitals  with  room  for  ex- 
pansion. Each  suburban  facility  will 
cost  $12  million  and  will  be  completed 
in  three  to  five  years.  Each  community 
pledged  to  raise  $4  million  to  prevent 
the  branch  hospital  from  being  a finan- 
cial liability  to  the  Medical  Center  dur- 
ing construction. 

In  Schaumburg,  the  hospital  will  be 


built  on  a 20-plus  acre  site  on  the  north 
side  of  Schaumburg  Road,  about  one 
quarter  mile  west  of  Roselle  Road. 
With  a ratio  of  .17  physicians  per 
1,000  population  in  Hoffman  Estates, 
Roselle,  and  Schaumburg,  and  30,000 
persons  in  Schaumburg,  the  town  needs 
a hospital  that  will  attract  doctors, 
said  Mayor  Robert  O.  Atcher.  “Within 
five  years,  the  population  will  triple,” 
he  said,  “so  we’re  trying  to  take  steps 
now  to  avoid  an  emergency  situation.” 
The  land  was  donated  by  A.  Harold 
Anderson,  J.  Emil  Anderson,  Inc.,  de- 
velopers in  Schaumburg. 

40  Acres  in  Park  Forest  South 

In  Park  Forest  South,  Lewis 
Manilow,  president  of  New  Community 
Enterprises,  pledged  40  acres  adjacent 
to  Governors  State  University. 

Manilow  said,  “We  are  particularly 
pleased  that  the  center,  in  conjunction 
with  Governors  State  University  and 
its  paramedical  program,  can  offer  the 
citizens  needed  services  at  a high  quality 


level.  The  interplay  among  the  univer- 
sity, hospital  and  the  community  will 
be  most  significant.” 

Ihcre  are  20  physicians  available 
for  32,386  residents  in  Park  Forest 
South  and  Park  Forest  for  a ratio  of 
.62  physicians  per  1,000  population. 
This  compares  with  a 1 .7  ratio  for 
the  Chicago  area. 

Expansion  of  Academic  Building 

Expansion  of  the  Rush  academic 
building  was  motivated  by  the  starting 
of  a new  Rush  College  of  Nursing  and 
Allied  Health  Sciences.  The  college 
will  offer  curricula  ranging  from  certif- 
icate and  baccalaureate  degree  pro- 
grams in  allied  health  through  a doc- 
torate of  science  in  nursing.  The  first 
undergraduate  students  admitted  to  the 
College  will  arrive  in  the  fall  of  1973. 
The  building  is  scheduled  for  com- 
pletion in  1976. 

The  new  cancer  center  is  contingent 
on  an  application  for  funds  to  the  fed- 
eral government. 


tv 

An  exhibit  of  the  Medical  Center’s  Phase  II 
expansion  program  was  a feature  of  “Chi- 
cago Is  Growth”  at  Talman  Federal  Savings 
and  Loan  Association.  As  part  of  its  50th 
anniversary  celebration  the  bank  paid  trib- 
ute to  the  city  by  displaying  a panorama 
of  scale  models,  photographic  displays  and 


other  graphic  material  focusing  attention  on 
significant  commercial,  education,  health 
and  recreational  projects  now  in  progress 
or  on  the  drafting  board.  It  offered  Chi- 
cagoans their  first  chance  to  see  all  of  these 
developments  at  one  time  under  one  roof. 
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$1  Million  Gift  for 
Immunology  Chair 


Gewurz  Named 
to  Coogan  Chair 


A million  dollar  endowed  chair  in 
immunology  was  recently  announced 
by  the  Medical  Center.  The  chair  is 
being  established  by  Mrs.  Marjorie 
Lindheimer  Everett  and  will  be  known 
as  the  Thomas  J.  Coogan  Chair  of  Im- 
munology. 

In  announcing  the  chair,  Mr.  Edward 
Blettner,  chairman  of  the  Medical 
Center’s  executive  board,  said  that  Mrs. 
Everett  initiated  funding  for  the  chair 
in  1970  “as  a tribute  to  Dr.  Coogan 
as  well  as  the  many  years  of  fine  re- 
lationship and  friendship  with  Drs. 
Harry  Boysen  and  Charles  Heck,  and 
the  late  Drs.  N.  Sproat  Heaney  and 
Ralph  Brown.” 

Dr.  Coogan,  professor  emeritus  of 
internal  medicine  at  Rush  Medical 
College  and  consulting  physician  at 
Presbyterian-St.  Luke’s  Hospital,  has 
been  affiliated  with  the  Medical  Center 
since  1927  when  he  began  his  intern- 
ship. He  was  chairman  of  the  depart- 
ment of  medicine,  St.  Luke’s  Hospital, 
1951-53,  1956-59,  and  president  of 
the  Presbyterian-St.  Luke’s  Medical 
Staff,  1960-62.  His  45  years  of  ser- 
vice to  medicine  have  included  posi- 
tions on  the  faculty  of  Rush  Medical 
College,  Northwestern  University,  Uni- 
versity of  Illinois,  the  presidency  of 
the  American  Therapeutic  Society  and 
numerous  memberships  in  aeademic 
and  professional  organizations. 

The  growing  importance  of  immu- 
nology in  the  diagnosis  and  treatment 
of  virtually  every  major  disease 
prompted  the  establishment  of  the 
Medical  Center’s  immunology  chair. 
The  donated  funds  will  support  med- 
ical education,  diagnostic  laboratories, 
technical  help,  and  modern  equipment. 
They  will  also  be  utilized  to  further 
immunologic  research  in  areas  such  as 
organ  transplantation  and  tissue  re- 
jection, congenital  immunologic  de- 
fects affecting  both  children  and  adults 
and  detection  and  elimination  of  can- 
cerous cells. . 

Mrs.  Everett,  former  owner  of  Chi- 
cago Thoroughbred  Enterprises,  Inc. 
and  Washington  Park  Trotting  Associ- 
ation and  her  father,  the  late  Benjamin 
F.  Lindheimer,  have  been  faithful  sup- 
porters of  the  work  done  at  Presbyte- 
rian-St. Luke’s  Hospital.  After  the  two 
hospitals  merged,  Mrs.  Everett  donated 


funds  in  memory  of  her  father  to  es- 
tablish the  Benjamin  F.  Lindheimer 
Blood  Refraction  Laboratory  in  the 
section  of  hematology. 

Mrs.  Everett  said  of  the  immunology 
chair,  “My  high  regard  for  Dr.  Coogan 
and  interest  in  the  progress  of  medicine 
have  led  me  to  provide  the  support 
needed  for  further  research  and  im- 
proved patient  care  at  Rush-Presbyte- 
rian-St.  Luke’s  Medical  Center.” 

In  addition  to  the  Thomas  J.  Coogan 
Chair  of  Immunology,  the  Medical 
Center  has  also  established  the  follow- 
ing endowed  chairs:  Jean  Schweppe 
Armour  Chair  of  Neurology;  Woman’s 
Board  Chair  of  Pediatrics;  John  M. 
Simpson  Chair  of  Obstetrics  and  Gyne- 
cology; Elodia  Kehm  Chair  of  Hema- 
tology; Richard  B.  Capps  Chair  of 
Hepatology;  Josephine  Dyreforth  Chair 
of  Gastroenterology;  Harriet  Blair  Bor- 
land Chair  of  Pathology;  and  John  W. 
and  Helen  H.  Watzek  Chair  of  Bio- 
chemistry. 


Thomas  J.  Coogan,  M.D. 


Henry  Gewurz,  M.D. 


Henry  Gewurz,  M.D.,  has  been 
named  chairman  of  the  department  of 
immunology  and  occupant  of  the 
Thomas  J.  Coogan  Chair  of  Immu- 
nology. 

Dr.  Gewurz,  is  on  the  attending 
staff  at  Presbyterian-St.  Luke’s  Hospi- 
tal is  a professor  of  immunology  and 
pediatrics  at  Rush  Medical  College. 
Prior  to  his  appointment,  he  was  asso- 
ciate professor  of  pediatrics,  surgery 
and  laboratory  medicine,  at  the  Univer- 
sity of  Minnesota. 

Dr.  Gewurz  received  his  M.D.  de- 
gree from  the  Johns  Hopkins  School  of 
Medicine  and  has  studied  at  the  Na- 
tional Institutes  of  Health,  the  Institute 
for  Tumor  Biology  of  the  Karolinska 
Institute,  Sweden,  and  the  University 
of  Cambridge,  England. 

Author  of  numerous  research  pub- 
lications, Dr.  Gewurz  is  also  an  Es- 
tablished Investigator  of  the  American 
Heart  Association.  His  memberships 
in  professional  organizations  include 
the  American  Association  of  Immunol- 
ogists, American  Society  for  Exper- 
imental Pathology,  Transplantation 
Society  and  Society  for  Pediatric  Re- 
search. 

Dr.  Gewurz  hopes  to  “evolve  a pro- 
gram which  stimulates  awareness  and 
interest  in  and  knowledge  of  immunol- 
ogy-— mechanisms  of  the  immune  re- 
sponse, its  role  in  disease  and  its  appli- 
cation to  modern  patient  care — closely 
interweaving  the  teaching,  service  and 
research  functions.” 
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Our  Publications 
Win  Four  Awards 


Four  Medical  Center  publications 
received  awards  at  the  28th  annual 
MacEachern  Awards  presentation  on 
August  7 at  the  Sheraton-Chicago 
Hotel. 

In  the  category  of  internal  publica- 
tions, News  Rounds  was  cited  for  its 
“good  design,  typography  and  clarity 
of  text  directed  to  employees.” 

Two  certificates  were  received  in  the 
category  of  specific  purpose  communi- 
cations. The  nurse  recruitment  bro- 
chure, About  the  Division  of  Nursing, 
received  an  award  for  its  efforts  in  the 
field  of  employee  information.  An 
award  for  “hospital  family”  informa- 
tion was  presented  to  the  July  1971  is- 
sue of  News  Rounds  which  was  devoted 
to  the  Medical  Center’s  Phase  II  de- 
velopments. 

The  publication  Decade  of  Develop- 


ment, describing  the  elements  of  Phase 
II  and  the  cost  of  each,  won  first  place 
in  the  category  of  fund  raising.  The 
judges  stated  the  entry  had  all  the 
necessary  attributes — “clean  design, 
honest,  straightforward,  with  a compel- 
ling theme  which  holds  the  person  to 
read.  The  simple  direct  language  should 
motivate  people  to  open  their  check- 
books.” 

The  MacEachern  Award  is  the  old- 
est and  foremost  honor  in  the  field  of 
hospital  public  relations.  Over  350 
entries  were  submitted  to  the  competi- 
tions from  every  section  of  the  United 
States  and  Canada.  The  1972  com- 
petitions were  sponsored  by  the  Acad- 
emy of  Hospital  Public  Relations  with 
judging  sessions  conducted  by  top  flight 
public  relations,  communications,  cor- 
porate and  hospital  professionals. 


Holding  the  four  awards  received  at  the 
MacEachern  presentations  is  Michael  Reid, 
designer  of  many  Medical  Center  publica- 


tions. Also  present  to  accept  the  awards 
uTre  the  following  members  of  the  depart- 
ment of  development  and  communication: 


Kenneth  Kueter  (left),  publications:  Helen 
E.  Dosik.  public  relations:  and  Arch  McKin- 
lay  (right)  the  department’s  director. 
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Mobley  Named 
Urology  Chairman 


Fashion  Show  Set 
For  September  27 


Jack  E.  Mobley,  M.D. 


Jack  E.  Mobley,  M.D.,  has  been 
named  chairman  of  the  department  of 
urology.  He  is  professor  of  urology  at 
Rush  Medical  College  and  attending 
surgeon  at  Presbyterian-St.  Luke’s  Hos- 
pital. 

Dr.  Mobley  was  formerly  professor 
and  head  of  the  department  of  urology 
at  the  University  of  Arkansas  Medical 
Center. 

He  received  his  M.D.  degree  from 
Vanderbilt  Medical  School  and  his  M.S. 
in  surgery  from  the  Mayo  Foundation 
and  University  of  Minnesota  Graduate 
School.  He  has  been  assistant  professor 
in  urology  at  Tulane  University  School 
of  Medicine,  and  chief  resident  and 
research  fellow  in  urology.  Veterans 
Administration  Hospital,  New  Orleans. 
Dr.  Mobley  is  certified  by  the  Amer- 
ican Board  of  Surgery  and  the  Amer- 
ican Board  of  Urology. 

The  author  of  numerous  publica- 
tions, Dr.  Mobley’s  interest  in  specific 
areas  includes:  the  genetic  aspects  of 
malformation  of  the  genitourinary  sys- 
tem, cancer  of  the  bladder,  and  urinary 
tract  infections. 

His  professional  affiliations  include 
the  American  Association  for  the  Ad- 
vancement of  Science,  Society  of  Sigma 
Xi,  The  New  York  Academy  of  Sci- 
ence, American  College  of  Surgeons, 
The  Society  of  University  Urologists 
and  the  American  Urological  Associ- 
ation (South  Central  Section). 


It  began  in  1927  when  two  members 
of  the  St.  Luke’s  Hospital  Woman’s 
Board  saw  a charity  show  in  Paris  and 
brought  the  idea  back  with  them.  This 
year  the  curtain  will  rise  on  the  46th 
Presbyterian-St.  Luke’s  Fashion  Show 
— the  oldest  continuing  fashion  show 
in  the  country. 

The  annual  Woman’s  Board  benefit 
has  helped  support  such  hospital  proj- 
ects as  the  patient’s  library,  art  and 
book  carts,  chapel  and  flower  program, 
gift  shop,  tea  room,  free  care  for  chil- 
dren, family  planning  clinic,  nursing 
scholarships.  Mile  Square  Health  Cen- 
ter youth  program,  Christmas  parties 
for  children  and  senior  citizens,  and 


summer  camp  and  camp  clothes  for 
underprivileged  children.  In  1968  the 
Woman’s  Board  became  the  first  hos- 
pital auxiliary  in  the  country  to  initiate 
and  fund  an  endowed  chair,  the  Wo- 
man’s Board  Endowed  Chair  of  Pedi- 
atrics. Since  its  inception,  the  Fashion 
Show  has  raised  more  than  $2V4  mil- 
lion for  the  hospital. 

The  46th  Presbyterian-St.  Luke’s 
Fashion  Show,  “Vote  for  Fashion,” 
will  be  presented  September  27,  2 
p.m.,  at  Medinah  Temple.  For  ticket 
information  call  the  ticket  office  at 
226-1123  or  contact  the  Woman’s 
Board  office  in  Schweppe-Sprague  at 
942-6513. 


PRESBYTERIAN-ST.  LUKE  S 46th  ANNUAL  FASHION  SHOW 

m VOTE  FOR  FASHION 


MEDINAH  TEMPLE 

WEDNESDAY,  SEPTEMBER  27th,  1972 
2:00  P.  M. 

TICKET  OFFICE  226-1125 

The  1927  poster  and  program  cover  nm  de- 
signed by  Robert  Lee  Eskridge.  Mrs.  Gardner 
H.  Stern,  1972  Fashion  Show  Chairman,  de- 
signed this  year's  poster. 


Suggestion  Plan 
Winners 


Safety  is  a major  concern  of  many 
employees  who  submit  entries  to  the 
Suggestion  Plan.  As  a result  of  their 
efforts  these  suggestions  will  be  im- 
plemented: the  steps  leading  to  the 
cabin  of  the  security  buses  will  be  re- 
placed with  a non-slip  surface;  a win- 
dow will  be  installed  in  the  door  leading 


from  the  dining  room  into  the  serving 
area  of  the  cafeteria. 

This  month’s  suggestion  plan  win- 
ners include:  Mary  Adams,  security, 
$15;  Ruth  Minescalco,  centrex,  $5; 
Mary  Watkins,  psychiatry,  $10;  and 
Jesus  Zapata,  food  service,  $15. 


Bone  Pathology 
Course  Planned 
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The  department  of  orthopedic  sur- 
gery will  sponsor  “A  Post-Graduate 
Course  on  Bone  Pathology,”  October 
4-6,  in  Schweppe-Sprague  Hall.  De- 
signed for  orthopedic  surgeons,  pa- 
thologists, radiologists,  the  course  is 
open  to  all  interested  physieians. 

Dr.  Fritz  Schajowicz,  professor  of 
pathology.  University  of  Buenos  Aires 
School  of  Medicine,  will  be  guest  lec- 
turer. Dr.  Schajowicz  is  also  head  of 
the  International  Reference  Center  for 
Histopathological  Diseases  of  Bone 
Tumors  and  Allied  Health  Disease, 
World  Health  Organization,  and  direc- 
tor, Latin  American  Registry  of  Bone 
Pathology. 

The  program  will  also  include  the 
following  members  of  the  Rush  faculty: 
Dr.  Reuben  Eisenstein,  professor  of 
pathology;  Dr.  Frank  O.  Becker,  assis- 
tant professor  of  internal  medicine;  Dr. 
Will  G.  Ryan,  associate  professor  of 
internal  medicine;  Dr.  Frank  R.  Hen- 
driekson,  professor  of  therapeutic  ra- 
diology; Dr.  Ernest  W.  Eordham,  pro- 
fessor of  nuclear  medicine;  and  Dr. 
Charles  Perlia,  associate  professor  of 
internal  medicine. 

Members  of  the  Presbyterian-St. 
Luke’s  Hospital  attending  and  house 
staffs  and  Rush  Medical  College  stu- 
dents are  invited  to  the  lectures  but  are 
asked  to  register  with  the  orthopedic 
department  at  extension  5850. 


Professional 

Activities 


Dr.  Raymond  A.  Clasen,  associate 
professor  of  pathology  and  attending 
physician,  presented  a paper  entitled 
“Experimental  Lead  Encephalography 
in  the  Rhesus  Monkey”  at  the  Amer- 
ican Association  of  Neuropathologists 
which  met  in  Chicago,  June  9-11.  Dr. 
Clasen  also  participated  in  a workshop 
on  the  effects  of  steroids  on  brain 
edema  and  presented  a paper  entitled 
“The  Role  of  Neerosis  and  Inflamma- 
tion in  the  Response  of  Cerebral 
Edema  to  Steroids.”  The  workshop 
was  held  June  19-23  in  Mainz,  Ger- 
many. 


Dr.  Franke  E.  Trohaugh,  Jr.,  director 
of  hematology,  and  professor  of  med- 
icine, presented  a paper  entitled  “Auto- 
mated Leukocyte  Classifieation  by 
Digital  Image  Process:  1.  Develop- 
ment and  Testing  of  Working  Labora- 
tory Model”  at  the  XIVth  International 
Congress  of  Hematology  held  July  17- 
21  in  Sao  Paulo,  Brazil.  Dr.  James  W. 
Bacas,  assistant  professor  of  medicine, 
chaired  the  session  on  “Hematology 
Methodology”  and  presented  a paper 
entitled  “An  Automated  Classification 
of  Peripheral  Blood  Cells  by  Means  of 
Digital  Image  Processing:  1.  Theory  of 
Operation.”  As  an  invited  lecturer. 
Dr.  William  H.  Knospe,  associate  pro- 
fessor of  medicine  and  associate  at- 
tending physician,  presented  a paper 
entitled  “Pathinogenesis  of  Aplastic 
Anemia.” 

Dr.  W.  Randolph  Tucker,  assistant 
to  the  Medical  Center  president,  has 
been  named  principal  research  investi- 
gator for  phase  I of  an  Illinois  demon- 
stration projeet  to  evaluate  “Creden- 
tialing  Health  Personnel  by  Licensed 
Hospitals.”  The  one  year  HEW  grant 
will  be  used  to  explore  the  capability 
of  hospitals  to  expand  their  responsi- 
bility for  credentialing  the  privileges  of 
physicians  on  their  medical  staffs  to 
credentialing  members  of  their  allied 
health  staffs  in  their  dependent  roles. 


George  Klein.  \f.D.,  director  of  the  Institute 
for  Tumor  Biology,  Karolinska  Institute, 
.Stockholm.  Sweden,  presented  the  third 
Henry  Regnery  Oncology  Lecture  on  August 
4.  Dr.  Klein  spoke  on  “Burkitt’s  Lymphoma.” 


Dr.  Robert  E.  Slayton,  associate 
professor  of  medicine  and  attending 
physician,  is  chairman  of  the  1972 
Postgraduate  Course  in  Internal  Med- 
icine of  the  Chicago  Medical  Society 
which  will  be  held  November  9-11  at 
the  Sheraton-Chicago  Hotel. 

Dr.  James  A.  Campbell,  Medical 
Center  president,  has  been  named  a 
member  of  the  Committee  on  Research 
and  Evaluation,  advisory  to  the  Mayor’s 
OlTice  for  Senior  Citizens.  The  com- 
mittee is  conducting  a survey  to  deter- 
mine the  needs  of  Chicago’s  senior  cit- 
izens, and  to  develop  a national  model 
of  comprehensive  services  for  them. 

Mr.  William  Kona,  director.  Rush 
Medical  College  Library,  has  been 
elected  Chairman  of  the  Council  of 
the  Midwest  Regional  Medical  Library 
and  Cooperative  Information  Services. 

Louis  Gdalman,  R.Ph.,  professor  of 
internal  medicine,  and  director,  section 
of  pharmacy,  has  been  reappointed 
consultant  to  the  Illinois  State  Medical 
Society  Committee  on  Therapeutics. 

Dr.  George  Hass,  chairman  and  pro- 
fessor of  pathology,  and  attending 
physician,  recently  presented  a lecture 
on  the  subject  of  experimental  aterios- 
clerosis  at  a meeting  of  the  American 
Medical  Association  Research  and  Ed- 
ucation Foundation  in  Newport  Beach, 
California. 


The  oncology  lecture  was  established  by  an 
interested  patient  who  provided  the  funds 
to  enable  distinguished  lecturers  in  the  field 
of  oncology  to  speak  at  the  Medical  Center. 
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Anthony  Chimg-Bin,  director,  med- 
ical radiation  physics,  and  senior  sci- 
entist, attended  the  III  International 
Conference  on  Medical  Physics,  July 
30-August  4 in  Goteborg,  Sweden.  Mr. 
Chung-Bin  also  attended  the  IV  Inter- 
national Conference  on  the  Use  of 
Computers  in  Radiation  Therapy, 
August  7-11  in  Upsala,  Sweden. 

Dr.  Max  Sadove,  chairman  and  pro- 
fessor of  anesthesiology,  served  as 
moderator  of  the  “Physiology”  panel 
at  the  Midwest  Anesthesiology  Confer- 
ence held  May  26  in  Chicago.  Dr. 
Sadove  also  attended  the  30th  An- 
niversary Meeting  for  the  School  of 
Anesthesia,  St.  Francis  Hospital,  La- 
Crosse,  Wisconsin,  and  presented  “Cur- 
rent Concepts  of  the  Effects  of  Anes- 
thesia on  the  Liver  and  Kidneys.” 

Mrs.  Janet  Feldman,  R.N.,  director 
of  nursing,  Johnston  R.  Bowman 
Health  Park,  is  presently  serving  as 
technical  advisor  for  the  research  proj- 
ect “Evaluation  of  Life  and  Care  in 
Long-term  Care  Eacilities.” 

Mrs.  Frances  J.  McGuire,  deputy  di- 
rector of  health  services  at  Mile  Square 
Health  Center,  has  been  named  nursing 
consultant  in  the  Community  Health 
Services  Division  of  the  Department 
of  Health,  Education  and  Welfare,  Re- 
gion V,  which  includes  the  Chicago 
area.  She  will  assume  her  new  duties 
September  1. 

Dr.  Julia  T.  Apter,  professor  of 
general  surgery  and  attending  surgeon, 
has  been  appointed  to  a four  year  term 
to  the  Eood  and  Drug  Administration’s 
Cardiovascular  and  Renal  Disorders 
Advisory  Committee.  Dr.  Apter  is  also 
a member  of  the  1972-73  Steering 
Committee  on  FASEB  Conference  on 
Computers  in  Research. 

Miss  Dorothy  Hughes,  R.N.,  medical 
nursing  director,  was  recently  named 
to  the  Board  of  Trustees  of  Holy  Cross 
Hospital. 

Grants 

Dr.  John  T.  Garland,  assistant  pro- 
fessor of  medicine,  was  recently 
awarded  a Research  Career  and  De- 
velopment Grant  from  the  U.S.  De- 
partment of  Health,  Education  and 
Welfare,  for  “Hormonal  Control  of 
Growth  and  Development”  studies. 

Dr.  Samuel  G.  Taylor  III,  professor 
of  internal  medicine  and  attending 


physician,  submitted  a cancer  center 
planning  grant  to  the  National  Cancer 
Institute.  The  NCI  approved  and 
funded  the  grant  June  1.  Dr.  Taylor 
will  devote  himself  entirely  to  plans  for 
the  cancer  center. 

Dr.  George  D.  Wilbanks,  chairman, 
obstetrics  and  gynecology,  and  attend- 
ing surgeon,  has  been  awarded  a grant 
from  the  Illinois  Division  of  the  Amer- 
ican Cancer  Society  for  his  project  “In 
Vitro  Carcinogenesis  of  Human  Cer- 
vical Epithelium.” 

Two  members  of  the  department  of 
obstetrics  and  gynecology  have  been 
awarded  fellowships  for  1972-1973: 
Dr.  Hossam  Fadel,  associate,  obstetrics 
and  gynecology,  in  Perinatal  Medicine 
/Family  Planning;  and  Dr.  James  L. 
Russell,  assistant,  obstetrics  and  gyne- 
cology, from  the  American  Cancer 
Society. 

Dr.  Julia  T.  Apter,  professor  of 
general  surgery  and  attending  surgeon, 
has  received  a grant  for  “Mechanical 
Properties  of  Tissues”  from  the  Na- 
tional Institute  of  General  Medical 
Sciences. 

Dr.  Anatoly  Bezkorovainy,  associate 
professor  of  biochemistry,  and  associ- 
ate biochemist,  has  been  awarded  a 
four  year  grant  from  the  National  In- 
stitutes of  Health  for  the  project  “Pro- 
teins of  Human  and  Bovine  Colostrum 
and  Milk.” 

New  Appointments 

Dr.  Harry  Southwick,  chairman  and 
professor  of  general  surgery,  has  an- 
nounced the  appointments  of  Dr.  John 


A.  Boswick,  Jr.,  professor  of  surgery 
and  attending  surgeon,  and  Marc  A. 
Pomerantz,  instructor  in  surgery  and 
assistant  attending  surgeon,  in  the  de- 
partment of  general  surgery. 

Dr.  James  H.  Nichols  has  joined  the 
staff  of  the  department  of  biochemistry. 
Dr.  Nichols  is  working  on  a research 
project  concerned  with  proteins  of 
human  and  bovine  milk  and  colostrum. 

The  section  of  communicative  dis- 
orders welcomes  Diane  Meyer,  clinical 
audiologist.  Mrs.  Meyer  is  a member 
of  the  American  Speech  and  Hearing 
Association  and  the  Northwest  Subur- 
ban Speech  Correction  Association. 

Mrs.  Alla  Mae  Davis  has  been  ap- 
pointed administrative  assistant  and 
will  assume  responsibility  for  medical 
reservations,  inhalation  therapy  and 
unit  management  for  medicine  and 
pediatrics.  Mrs.  Davis  has  had  many 
years  experience  at  the  hospital  and 
last  served  as  director  of  unit  manage- 
ment. 

Mr.  William  W.  Lyon  was  recently 
appointed  administrative  assistant  in 
the  department  of  psychiatry.  Mr. 
Lyon  has  been  with  the  medical  center 
for  five  years  in  unit  management, 
psychiatry. 

Mrs.  Xenia  E.  Jenkins,  recently  ap- 
pointed director,  medical  and  pediatric 
unit  management,  will  assume  the 
directorship  position  of  unit  manage- 
ment. 

Mr.  Edwin  L.  Glunz,  A.R.I.T.,  has 
been  appointed  chief  therapist,  section 
of  inhalation  therapy. 
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Galesburg  Hospital 
Joins  Network 


Galesburg  Cottage  Hospital  in 
Galesburg,  Illinois,  is  the  fifth  hospital 
to  join  with  the  Medical  Center  in  its 
network  of  affiliated  hospitals. 

The  first  four  hospitals  to  join  were 
Christ  Community  Hospital  in  Oak 
Lawn,  Community  Memorial  General 
Hospital  in  La  Grange,  Swedish  Cove- 
nant Hospital  in  Chicago  and  West 
Suburban  Hospital  in  Oak  Park.  The 
network  will  eventually  include  ten 
hospitals. 

In  making  the  announcement.  Dr. 
James  A.  Campbell,  Medical  Center 
president  said,  “The  affiliate  network 
will  link  community  hospitals  with  the 
Medical  Center  to  serve  an  estimated 
1 Vi  million  persons  in  all  socio-eco- 
nomic groups.  These  hospitals  will  be 
located  in  urban,  suburban  and  rural 
communities  within  the  state  of  Illi- 
nois.” 

Embraces  Shared  Goals 

“In  addition  to  community  service, 
the  network  embraces  the  shared  goals 


of  education,  patient  care  and  re- 
search,” Dr.  Campbell  said. 

To  help  fill  the  acute  shortage  of 
primary  care  physicians  in  Illinois,  the 
Medical  Center  reactivated  Rush  Med- 
ical College.  The  hospitals  in  the  net- 
work, with  Rush,  will  provide  oppor- 
tunities for  medical  students  to  obtain 
training  in  a variety  of  community 
settings  where  they  eventually  will 
practice.  A cooperative  training  pro- 
gram for  other  health  personnel  is  also 
being  developed. 

The  network  also  offers  the  oppor- 
tunity to  explore  ways  and  means  of 
attacking  the  high  cost  of  health  care 
through  developing  more  efficient  and 
economic  care  and  through  sharing  fa- 
cilities and  services  such  as  laundries 
and  computers. 

200-Bed  Hospital 

Galesburg  Cottage  Hospital,  located 
on  the  central  western  border  of  the 
state,  is  a 200-bed,  private,  non-profit, 
short-term  general  acute  hospital.  The 


Dedicalinff  the  new  Volunteer  Donor  Center  tor  of  the  blood  hank  and  Dee  Davis,  donor 

with  a donation  of  blood  urts;  Ccort’e  Belscy,  coordinator,  were  on  hand  for  the  ceremony, 

associate  administrator,  laboratory  sciences  The  new  volunteer  center  is  located  in  Room 
and  services.  Dr.  Richard  J.  Sa.ssctti,  direc-  504  of  the  Professional  building  and  operates 


hospital  is  adding  a new  addition  which 
will  include  142  beds,  laboratory,  ra- 
diology, emergency  department,  ad- 
ministrative suite  and  new  lobby.  This 
will  be  completed  September  1,  1973, 
at  a cost  of  nine  million  dollars.  It 
serves  portions  of  Henderson,  Henry, 
Knox,  Mercer  and  Warren  counties 
with  a projected  1975  population  of 
91,000  persons. 

Marshall  G.  Maggard,  administrator 
of  Galesburg  Cottage  Hospital  said, 
“Our  Board  of  Trustees  wholeheart- 
edly approved  the  agreement  with 
Rush-Presbyterian-St.  Luke’s.  We  are 
happy  to  participate  in  the  Medical 
Center’s  plan  to  educate  physicians  and 
allied  health  specialists.  Hospitals  to- 
day have  a moral  responsibility  to  help 
provide  qualified  personnel  to  deliver 
health  care  to  all  the  people.  Our  hos- 
pital feels  that  we  can  contribute  to 
community  medical  education.” 


Monday  through  Friday,  8 a.m.-8  p.m.,  Sat- 
urday, 8 a.m.-4  p.m.  and  Sunday,  II  a.m.-7 
p.m.  To  make  an  appointment  to  donate 
blood  please  call  942-6680. 


Christman  Elected 
to  National  Academy 
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I.uthcr  Christman,  Pli.D.,  dean  of 
the  recently  announced  Rush  College 
of  Nursing  and  Allied  Health  Sciences, 
has  been  elected  to  the  Institute  of 
Medicine  of  the  National  Academy  of 
Sciences. 

Dr.  Christman's  reputation  as  inno- 
vator in  nursing  education  and  admin- 
istration will  greatly  benefit  the  new 
College  which  will  offer  curricula  rang- 
ing from  certificate  and  baccalaureate 
degree  programs  in  allied  health 
through  a doctorate  of  science  in  nurs- 
ing. 

Dr.  Christman  w'as  formerly  affili- 
ated with  Vanderbilt  University  where 
he  was  dean  and  professor  of  nursing, 
director  of  nursing  and  professor  of 
sociology.  At  Vanderbilt,  he  was  in- 
strumental in  reorganizing  the  nursing 
school’s  curriculum  and  administration 
and  doubling  the  size  of  its  faculty  and 
student  body. 

Among  his  numerous  professional 
activities  are:  member  of  the  panel  of 
consultants  to  the  Committee  on  Nurs- 
ing, American  Medical  Association; 
regional  associate  of  the  National 
Commission  for  the  Study  of  Nursing 
and  Nursing  Education;  member  of 
the  Health  Services  Advisory  Com- 
mittee of  the  Association  of  American 
Medical  Colleges;  and  vice-president 
and  member  of  the  executive  commit- 
tee of  the  board  of  directors.  National 
Academy  for  Health  Inservice  Educa- 
tion. 

New  Institute  members,  elected  by 
vote  of  the  current  members,  are  se- 
lected for  major  contributions  they 
have  made  to  the  broad,  general  fields 
of  medicine  and  health  care  in  such 
areas  as  health  care  delivery,  preven- 
tion of  disease,  education,  biomedical 
research  and  the  philosophical  and 
ethical  issues  of  concern  in  health  care 
delivery.  The  Institute  conducts  policy 
study  programs  related  to  these  topics. 

With  funds  from  the  NIH  Bureau 
of  Health  Manpower,  the  Institute’s 
next  project  will  be  a medical  educa- 
tion cost  study. 


Luther  Christman,  Ph.D. 


"All  at  Preshyterian-St.  Luke's"  is  the  way  service.  This  summer  her  daughters  Meg 
the  Anderson  women  feel.  Mrs.  Robert  E.  (left)  and  Kathryn  (right)  have  joined  Mrs. 
Anderson  of  Lake  Forest  recently  received  Anderson  in  a family  effort  as  voluunteers. 
her  pin  for  250  hours  of  dedicated  volunteer 


4 


Clayborn  and  Emma  Turner: 
Together  in  Every  Way 


Clayborn  and  Emma  Turner  believe 
in  togetherness.  They  have  worked  in 
the  housekeeping  department  for  the 
past  20  years,  have  been  married  for 
42  years  and  will  retire  together  at  the 
end  of  October. 

The  Turners  are  the  first  couple  se- 
lected by  the  Medical  Center  as  Em- 
ployee! s)  of  the  Quarter. 

Mr.  and  Mrs.  Turner  began  work- 
ing at  St.  Luke’s  Hospital  in  January, 
1952.  They  have  maintained  a perfect 
attendance  record,  taken  only  one  sick 


day  in  the  past  three  years  and  have 
never  been  late. 

Dedicated  Service 

This  unique  couple  is  recognized 
throughout  the  Medical  Center  for 
their  dedicated  service  and  loyalty  to 
the  patients  and  staff.  Mrs.  Turner, 
the  shy  partner,  always  has  a smile  on 
her  face  but  is  reluctant  to  discuss  past 
glories  or  actions  beyond  the  call  of 
duty.  Mr.  Turner,  however,  frank  and 
proud,  will  relate  stories  of  their  20 
years  of  working  together  with  relish. 


Performing  their  tasks  on  4 East 
Pavilion  with  efficiency  and  thought- 
fulness, the  Turners  have  steadfastly 
upheld  the  highest  job  standards.  In  a 
recent  letter  to  Mr.  Kenneth  Williams, 
director  of  housekeeping,  Mr.  Samuel 
J.  Williams,  director  of  surgical  unit 
management,  wrote  to  thank  the  Tur- 
ners “for  their  efforts  in  maintaining  the 
cleaning  standards  as  specified  in  our 
hospital  policy.  Without  personnel  of 
their  capabilities  and  concern  an  al- 
ready difficult  job  would  be  more  cha- 


The  following  Employee  of  the  Quarter  nom- 
inees received  $50  for  their  selection:  (seated 
left  to  right)  Erma  Brown,  LPN  II.  medical 
nursing;  Alice  Payne,  fiatwork  operator, 
laundry:  Grace  Burnett,  LPN  I,  pediatrics; 


Joseph  Mitka,  research  assistant,  .steroid  unit; 
Otea  Thomas,  nur.se’ s aide,  emergency  room; 
Phyllis  Lisk,  re.search  assistant,  orthopedic 
surgery;  (standing  left  to  right)  Edward  Mee- 
han, superintendent  of  medical  equipment. 


physical  plant;  Eli.ssa  Ray,  secretary,  pho- 
tography; Emma  and  Clayborn  Turner,  Em- 
ployee(.s)  of  the  Quarter;  Jane  Franceschini, 
senior  accounting  clerk,  finance;  and  Ursulla 
McWeeny , assistant  manager,  tea  room. 
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otic.” 

Their  theme  of  togetherness  is  also 
evident  in  tlieir  personal  lives.  Both 
are  involved  in  activities  of  the  Sixth 
Grace  United  Presbyterian  Church 
where  Mr.  'Furner  is  one  of  the  Elders 
and  Mrs.  Turner  is  on  the  Deacon’s 
Board. 

Time  to  Relax 

The  Turners’  other  favorite  topic  of 
conversation  is  their  son  Clayborn  Jr., 
age  27,  and  their  two  grandchildren, 
ages  five  and  seven. 


Their  one  dilTercnce  revolves  around 
their  hobbies.  Mr.  Turner  likes  to  go 
fishing  while  Mrs.  Turner  enjoys  sew- 
ing. With  a little  prompting  she  will 
tell  you  how  she  sews  most  of  her  own 
clothes. 

After  20  years  of  dedicated  service 
to  the  Medical  Center  and  fond  mem- 
ories of  friends  and  fellow  workers,  the 
Turners  will  retire  at  the  end  of  Oc- 
tober. It  is  time,  they  say,  to  relax  and 
take  life  a little  slower.  Their  church 
activities,  however,  will  be  continued. 


Clayborn  and  Emma  Turner  will  be 
missed  not  only  by  the  housekeeping 
department  and  the  4 East  Pavilion 
staff,  but  also  by  those  patients  and 
visitors  whom  they  have  helped. 

It  is  fitting  that  this  unique  “to- 
gether” couple,  after  20  years  of  un- 
selfish and  loyal  duty,  be  selected  as 
Employee! s)  of  the  Quarter. 


Emma  and  Clayborn  Turner,  Employee(s) 
of  the  Quarter. 
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Mile  Square  Becomes 
A Community  Corporation 


Mile  Square  Health  Center,  oper- 
ated by  the  Medical  Center  since  1967, 
has  .become  a non-profit  community 
corporation  and  will  be  known  as  Mile 
Square  Health  Center,  Inc. 

The  center,  2040  and  2049  W. 
Washington,  is  a federally-funded  am- 
bulatory care  facility  serving  23,000 
residents  of  the  West  Side  ghetto  area 
bounded  by  Kinzie,  Van  Buren,  Ash- 
land, and  Western  Avenues.  It  oper- 
ates on  an  annual  budget  of  $4.5  mil- 
lion. 

The  new  community  corporation 
will  take  over  all  health  center  opera- 
tions and  funding  administration  from 
the  Medical  Center.  The  corporation 
is  composed  of  25  directors,  of  whom 
1 7 are  residents  of  the  community. 

F.  Daniel  Cantrell,  project  director 
of  the  health  center,  has  been  named 
president  of  the  corporation. 

Presbyterian-St.  Luke’s  Hospital  will 
continue  as  the  main  provider  of  phy- 
sicians and  nurses  for  the  health  cen- 
ter, and  will  serve  as  the  backup  hos- 
pital. The  health  center’s  physician  and 
nursing  staffs  (numbering  75)  will  re- 
main employees  of  the  hospital  and 
will  work  at  Mile  Square  under  a spe- 
cial contract  with  the  new  corporation. 

In  a joint  statement.  Dr.  James  A. 
Campbell,  Medical  Center  president, 
and  Mr.  Gail  Warden,  executive  vice- 
president,  operations,  said  the  Medical 
Center  was  very  supportive  of  the  ef- 
fort of  Mile  Square  in  their  decision  to 
become  an  independent  facility. 

“This  is  a decision  we  anticipated 
and  supported  from  the  time  the  health 
center  was  established  in  1967,”  they 
said. 

“We  are  pleased  that  the  commu- 
nity’s independence  opportunity  can 
be  combined  with  a continuation  of 
our  relationship  as  a health  care  pro- 
vider. We  are  also  pleased  that  the 
Mile  Square  Health  Center  has  become 
a symbol  of  what  one  community  can 
do,  and  that  health  care  has  been  the 
vehicle  to  make  this  possible.” 

Mile  Square  Health  Center  was  es- 
tablished as  a direct  result  of  the  1965 
Lepper-Lashof  Report,  written  for  the 


Chicago  Board  of  Health  on  the  de- 
livery of  health  care  to  urban  depressed 
areas.  In  cooperation  with  the  Mile 
Square  community,  the  Medical  Center 
developed  the  health  center  program  as 
an  OEO  model  center  and  began  oper- 
ations in  1967. 

Crusade  of  Mercy: 
“People  Helping 
People” 

The  Medical  Center  has  officially 
begun  its  1972  Crusade  of  Mercy 
campaign  with  a projected  goal  of 
$33,000.  Medical  Center  employees 
have  supported  the  campaign  whole- 
heartedly in  previous  years.  Pledges 
by  individuals  this  year  should  dem- 
onstrate even  more  dramatically  the 
Medical  Center’s  committment  to 
helping  others. 

For  the  third  year  in  a row,  the 
Medical  Center  has  enlisted  the  help 
of  James  Morgan,  assistant  director, 
employee  relations,  as  chairman.  Mor- 
gan has  named  nine  co-chairmen  rep- 
resenting the  major  areas  in  the  Med- 
ical Center  to  serve  as  campaigners. 


Employees  will  be  asked  for  a min- 
imum pledge  of  one  dollar  per  month 
which  can  be  paid  through  payroll  de- 
duction during  the  coming  year. 

“People  Helping  People”  is  the  Cru- 
sade’s theme  and  that’s  really  what 
it’s  all  about,”  Morgan  said.  “Many 
members  of  the  hospital  family  have 
received  benefits  of  the  Crusade 
through  its  many  agencies  which  in- 
clude neighborhood  ethnic  and  re- 
ligious centers,  the  Boy  and  Girl 
Scouts,  YMCA’s  and  YWCA’s,  the 
Visiting  Nurses  Association,  homes 
for  the  aged  and  health  and  welfare 
agencies.” 

The  Crusade  of  Mercy  is  Chicago 
area’s  largest  charitable  drive.  It  com- 
bines the  appeals  of  the  Community 
Eund  of  Chicago,  the  Mid-American 
Chapter  of  the  Red  Cross  and  the  Sub- 
urban Community  Chest  Council  into 
one  annual  campaign.  Crusade  funds 
provide  a network  of  hundreds  of  es- 
sential human  care  services  throughout 
Chicago  and  the  suburbs.  It  covers 
communities  in  seven  counties  with  a 
population  of  nearly  six  million. 

Please  give  your  fair  share  and  “help 
people.” 


People  Helping  People 


Pledge  your  fair  share  to  the  Crusade  of  Merq/L 
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GED  and  CLEP: 

Keys  to  a Brighter  Future 


Education  can  be  an  employee’s 
most  important  asset.  It  can  be  the  key 
to  a better  job  and  higher  pay  in  addi- 
tion to  personal  satisfaction  and 
achievement. 

Through  its  oHiec  of  training  and 
development  the  Medical  Center  now 
olTers  preparation  programs  for  two 
examinations  which  will  enable  the  em- 
ployee to  advance  in  his  job  and  move 
up  the  career  ladder. 

The  two  exams  are  the  GED,  the 
high  school  equivalency  test,  and  the 
CLEP,  College  Level  Examination 
Program. 

GED  Accepted  Nationally 

The  GED  is  the  high  school  equiva- 
lency test  for  those  persons  who  have 
not  completed  their  high  school  edu- 
cation. Passage  of  this  test  is  recog- 
nized as  the  equivalent  of  a four  year 
high  school  diploma  in  business,  in- 
dustry, Civil  Service  Commission,  U.S. 
Armed  Forces,  licensing  bureaus  and 
many  institutions  of  higher  education. 

The  objective  of  the  Equivalency 
Diploma  is  to  establish  that  a person 


who  has  not  attended  high  school 
classes  has,  nevertheless,  the  educa- 
tional background  of  a high  school 
graduate. 

Every  state  accepts  the  Equivalency 
Diploma.  The  state  of  Illinois  requires 
those  taking  the  test  to  be  at  least  19 
years  old  and  to  have  been  out  of 
school  for  two  years. 

To  prepare  for  the  high  school 
equivalency  test,  the  test  which  can  be 
the  dilTerence  between  a good  living 
and  a lifetime  of  struggle,  contact  the 
training  and  development  office  at  ex- 
tension 5916. 

CLEP  Means  College  Credit 

CLEP  is  the  College  Level  Exami- 
nation Program  sponsored  by  the  Col- 
lege Entrance  Examination  Board  for 
those  who  have  obtained  a significant 
part  of  their  education  outside  of 
school  whether  through  work  experi- 
ence, independent  study  or  noncredit 
courses.  It  is  a national  program  of 
credit-by-examination  that  offers  the 
opportunity  to  obtain  recognition  for 
college  level  achievement. 


Approximately  I ,-‘’00  colleges  and 
universities  recognize  CLEP  and  can 
give  up  to  two  full  years  of  college 
credit  depending  on  the  examination 
scores. 

CLEP  can  benefit  those  who  have 
dropped  out  of  college  and  want  to  ap- 
ply for  readmission,  transfer  students, 
those  who  have  attended  foreign 
schools  and  those  who  need  college 
credit  for  career  advancement. 

Two  types  of  examinations  are  of- 
fered: the  General  exam  consists  of 
five  tests — English  Composition,  Hu- 
manities, Mathematics,  Natural  Sci- 
ences, Social  Sciences-History;  and  the 
Subject  exam  tests  specific  knowledge 
of  subject  matter. 

The  training  and  development  office 
will  provide  preparation  programs  for 
the  CLEP  exam.  Contact  Marion  Har- 
mon, Sam  Hansra  or  Wilma  Walker  at 
extension  5915.  The  CLEP  program 
will  be  offered  on  the  third  floor  of  the 
Service  building. 


The  Medical  Center’s  Bowling  League  began 
its  1972-73  season  on  September  13  at  the 
Diversey  River  Bowling  lanes.  The  league  is 
composed  of  13  teams,  five  members  per 


team  with  games  every  W edne.sday  night  for 
a 36-week  season.  Officers  of  the  league  are 
president  James  Morgan.  as.sistant  director, 
employee  relations,  (pictured  above):  vice- 


president,  Joe  Shell:  secretary.  Carolyn  Oil- 
man: and  treasurer.  Peter  Winiarski.  For 
more  information  contact  the  employee  re- 
lations office  at  extension  5961. 


Drug  Addicts 
Find  “The  Path” 


It  is  a three-story  brick  house  that 
nestles  unobstrusively  among  the  well- 
kept  homes  along  Hamlin  Street,  fac- 
ing Garfield  Park.  To  the  casual  ob- 
server there  is  nothing  to  set  it  apart 
from  the  other  homes  on  the  block 
except,  perhaps,  that  besides  a street 
number  it  has  a large  sign  over  the 
door — “The  Path.” 

For  the  “family”  that  lives  in  this 
house  at  310  Hamlin,  it  is  a very  spe- 
cial place. 

For  some,  it  is  their  first  real  home. 
For  most  it  is  the  first  place  where  they 
have  ever  found  genuine  affection  and 
concern  for  their  well-being  and  future. 

Warm  Family  Atmosphere 
The  15  men  and  women  living  there 
are  all  drug  addicts  who  have  come 
to  the  house  in  the  hope  of  finally  be- 
ing able  to  achieve  a drug-free  life. 
The  Path — so  named  because  it  points 
the  way  to  a better  kind  of  life — is  the 
residence  house  of  the  Mile  Square 
Health  Center — Drug  Abuse  Program. 

Although  it  has  only  been  open 
since  June,  the  Path  has  already  cre- 
ated a distinctly  warm  family  atmos- 
phere for  its  residents. 

“Here  we’re  all  together  and  every- 
one looks  out  for  everyone  else,”  says 
Boisy  Banks,  31,  an  addict  for  16 
years  who  had  a $100-a-day  habit  be- 


fore coming  to  the  residence  house  at 
the  urging  of  a friend. 

The  only  times  in  the  past  16  years 
that  Banks  was  off  drugs  were  during 
three  prison  terms.  But  now,  he  says, 
it’s  different. 

“This  is  the  first  time  I feel  free  of 
the  habit  without  anyone  forcing  me. 
The  door  is  always  open  here.  You  can 
leave  whenever  you  want.” 

Most  of  the  residents  of  The  Path 
are  not  interested  in  leaving — at  least 
not  until  they  feel  they  can  successfully 
cope  with  the  temptations  that  await 
them  “on  the  street.” 

“Fm  staying  as  long  as  it  takes,” 
says  22  year-old  Joe  Scott,  who  has 
been  a drug  addict  since  the  age  of  14. 

“I  think  I can  get  myself  together 
here,”  says  Rhonda  Shaw,  24,  a mother 
of  two  who  has  been  an  addict  for  the 
past  five  years. 

OEO  Funding 

The  program  of  which  The  Path  is 
a part  was  formerly  the  St.  Leonard’s 
House  Drug  Abuse  Program.  It  was 
absorbed — with  staff  retained — by  the 
Mile  Square  Health  Center,  December 
1,  1971,  and  is  now  a section  of  the 
Center’s  department  of  mental  health. 
Funding  is  through  the  Office  of  Eco- 
nomic Opportunity. 

According  to  F.  Daniel  Cantrell, 


president  of  Mile  Square  Health  Cen- 
ter, Inc.,  “The  Health  Center  and  the 
drug  program  mutually  strengthen  each 
other.  The  Health  Center  provides  an 
unusually  comprehensive  baekup,  while 
the  drug  program  makes  it  possible  for 
the  Health  Center  to  address  its  re- 
sourees  effectively  to  a serious  commu- 
nity problem.” 

The  health  eenter  provides  all  med- 
ical, dental  and  psyehiatric  serviees 
for  the  program,  and  center  staff  have 
developed  a training  program  for  the 
drug  counselors.  All  physicians  on  the 
staff  of  the  health  center  have  appoint- 
ments at  the  Medical  Center. 

The  drug  abuse  program  is  located 
in  a storefront  at  2110  W.  Madison 
Street,  where  detoxification,  hospital 
admission  for  withdrawal,  vocational 
rehabilitation,  employment  referral, 
educational  and  vocational  training, 
group  therapy,  legal  services  and  fam- 
ily group  programs  are  offered  on  an 
out-patient  basis.  The  program  does 
not  offer  methadone  maintenance. 

From  the  beginning,  however,  it  was 
felt  that  the  out-patient  serviees  were 
not  enough,  that  a residential  facility 
was  essential  for  the  program. 

Residential  Therapy 

“We  are  strongly  committed  to  the 
concept  of  residential  therapy,  of  tak- 
ing the  addiet  completely  out  of  the 
street  environment,”  says  Marvin  Mes- 
sex,  M.P.H.,  who  heads  the  program. 
Messex  has  an  appointment  in  the 
Medical  Center’s  department  of  psy- 
chology and  sciences  of  society. 

“The  therapeutic  community  pro- 
vides a setting  where  addicts  can  make 
an  intensive  effort  to  become  drug-free 
and  where  they  can  gain  the  emotional 
strength  to  deal  with  their  problems  ef- 
fectively, so  that  they  will  remain  drug 
free  after  they  leave.” 

Much  of  this  personal  strength  is  de- 
rived from  the  “family”  atmosphere 
fostered  in  the  house,  and  the  emphasis 
on  self-help,  on  residents  looking  out 
for  each  other. 

“I  feel  like  I’m  at  home,”  says  Hay- 
wood Brown,  23,  one  of  the  newest 
residents,  who  was  orphaned  in  early 


Members  of  the  “family,”  former  drug  ad-  discussion  sessions, 
diets  living  at  The  Path,  take  time  for  group 
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chiklhood,  and  luis  been  on  drugs 
since  the  age  of  17. 

“I  didn't  make  a mistake  by  myself, 
we  all  did,  so  I don't  feel  ashamed." 

Support  from  “Family” 

Many  of  the  new  residents  begin  a 
methadone  detoxification  regimen  as 
soon  as  they  arrive.  They  continue  this 
until  their  physical  need  for  heroin  is 
curbed.  This  must  be  accomplished 
within  21  days.  However,  cravings  of- 
ten return.  At  such  times,  the  resident 
can  turn  to  other  members  of  the  “fam- 
ily" for  help  and  moral  support,  to  the 
two  live-in  counselors,  both  former  ad- 
dicts, or  to  Emmanuel  Gary,  head  of 
the  house.  For  Gary,  the  opportunity 
to  help  addicts  is  the  culmination  of 
a dream.  He  himself  was  an  addict  for 
22  years  but  has  been  drug-free  for  the 
past  three  years.  “It  means  a great  deal 
to  me  to  be  able  to  help  others  over- 
come this  problem,”  he  says. 

Life  in  the  house  is  a mixture  of 
structure  and  flexibility.  After  an  early 
breakfast,  residents  meet  to  discuss  the 
needs  and  problems  of  the  house.  Then 
morning  work  details  begin  for  main- 
tenance, kitchen  work,  communications 
and  housekeeping. 

All  the  work  of  the  house  is  done  by 
the  residents  themselves,  supervised  by 
Gary  and  the  counselors.  A nutritionist 
has  been  hired  to  supervise  meal  prepa- 
ration and  the  purchase  of  food  for  the 
house.  After  lunch  there  are  seminars 
on  a variety  of  topics  to  stimulate 
thought  and  interaction  among  the 
residents.  Sensitivity  and  encounter 
groups  are  also  held.  Work  details  then 
go  on  until  dinner  time.  After  dinner, 
residents  may  elect  individual  leisure 
activities  or  group  projects. 

Visitors  to  the  house  notice  that, 
with  each  new  visit,  something  new  in 
the  way  of  decoration  has  been  added 
by  the  residents,  to  enhance  the  at- 
tractiveness of  their  home. 

Training  Programs  Planned 
One  of  the  greatest  needs  expressed 
by  all  the  residents  is  to  have  some 
meaningful  opportunity  waiting  for 
them  when  they  feel  ready  to  leave,  be 
it  a job,  vocational  training  or  educa- 


tional possibilities.  According  to  Mes- 
sex,  meeting  this  need  is  one  of  the 
program’s  greatest  concerns,  especially 
since  there  is  extreme  reluctance  on  the 
part  of  most  employers  to  give  former 
drug  addicts  a chance  at  a job. 

“We  think  it  would  be  best  to  pro- 
vide as  many  training  opportunities  as 
possible  right  within  the  setting  of  the 
house,”  says  Messex. 

A beauty  shop  is  now  being  set  up 


in  the  basement  of  The  Path  to  pro- 
vide training  in  hairdressing.  It  is 
hoped  that  similar  vocational  programs 
can  be  instituted. 

The  residence  house  is  too  new  to 
be  evaluated  programmatically.  How- 
ever, if  the  enthusiasm  of  the  residents 
is  any  indication,  the  new  family  on 
Hamlin  Street  is  headed  for  a success- 
ful future. 
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Radiation  Therapy 
Graduates  Five 


ferences  in  the  hospital  and  assist  in  tations  are  arranged  to  other  hospitals 

the  department  under  trained  technolo-  in  the  city  to  give  the  students  experi- 

gists  to  gain  practical  experience.  Ro-  ence  with  different  equipment. 


The  School  of  Radiation  Therapy 
Technology  recently  held  its  fourth 
graduation.  Five  graduates  received 
diplomas  and  pins  and  are  now  eligible 
for  registration  as  radiation  therapy 
technologists  by  the  A.R.R.T. 

The  only  school  of  radiation  therapy 
technology  in  the  city,  it  is  one  of  20 
in  the  country  graduating  allied  health 
personnel  in  a field  that  is  totally  dedi- 
cated to  cancer  care.  In  its  first  four 
years  of  existence  it  has  had  an  out- 
standing record  of  students  passing  the 
registry  examinations. 

The  school  provides  two  training 
programs:  a one  year  course  for  stu- 
dents who  are  registered  radiologic 
technologists  in  diagnostic  radiology 
and  a two  year  course  for  students  with 
a minimum  qualification  of  high  school 
diploma. 

The  training  programs  consist  of 
classes  in  anatomy  and  physiology,  radi- 
ation physics,  nursing  procedures,  path- 
ology, radiobiology  and  radiotherapy 
techniques.  The  students  attend  con- 


Graduates  of  the  School  of  Radiation  Ther- 
apy Technology  include  (seated  left  to  right) 
Vickie  Walley,  Philoniena  Bari,  Charlotte 
Amundson,  Aleta  Rettker,  and  Betty  Rich. 
Present  at  the  ceremonies  were  (standing 


left  to  right)  Dr.  Frank  R.  Hendrickson, 
chairman  of  therapeutic  radiology  and  Mr. 
Charles  H.  Feitle,  technical  director  of  the 
school. 
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A former  concert  violinist  who  is 
now  a medical  research  technician 
writes  to  ask  if  Medical  Center  phy- 
sicians or  paramedical  personnel 
would  be  interested  in  joining  a 
concert  orchestra  for  the  purpose 
of  pleasure  and  diversion. 

He  informs  us  that  Philadelphia 
has  such  an  organization  and  it  is 
flourishing.  If  you  are  interested  in 
furthering  a plan  for  a musical 
group,  please  contact  the  public  re- 
lations office  at  extension  5579. 


Corridor  News 
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TRAFFIC  FLOW 

This  diagram  depicts  traffic  flow  for  the  new 
garage  located  on  the  site  of  former  parking 
lot  #5  hounded' by  Harrison,  Paulina  and 
Flournoy  Streets.  This  Medical  Center  park- 
ing structure  is  scheduled  for  completion  by 
mid-October.  The  si.x-story  garage  will  pro- 


s 


vide  1,500  additional  parking  spaces  to  em- 
ployees. staff  and  visitors.  It  will  feature 
increased  lighting,  security,  undercover  park- 
ing and  the  convenience  of  a key  card  for  all 
employee  parkers.  Parking  rates  will  be  one 
dollar  per  day  or  $20  per  month. 


Central  Service  welcomes  the  re- 
turn of  Mrs.  C.  Miller,  medical  cleri- 
cal specialist.  Mrs.  Miller  had  been 
on  leave  of  absence  recovering  from 
injuries  received  in  an  auto  accident. 

Mr.  William  Kona,  director.  Rush 
Medical  College  library,  and  family, 
spent  part  of  their  vacation  visiting 
medical  and  university  libraries  in 


Minnesota,  North  Dakota  and  Mani- 
toba. 

Olch  Wcrcs,  son  of  Mr.  Roman 
Weres,  assistant  librarian,  Rush  Medi- 
cal College  library,  recently  received 
a Ph.D.  in  chemistry  from  the  Univer- 
sity of  Chicago.  Olch,  who  is  22  years 
old,  has  begun  his  post-doctoral  work 
in  the  department  of  chemistry  at  the 
University  of  California  at  Berkeley. 

Dr.  Franklin  S.  Alcorn,  associate 
professor  of  radiology  and  attending 
physician,  and  family,  spent  their  va- 
cation in  Scotland  and  England. 

Jean  Collins,  LPN,  1 East  Pavilion, 
recently  vacationed  in  California  and 
Mexico,  visiting  relatives  in  Los  An- 
geles. 

Congratulations  to  Mary  Abney 
Martin,  LPN,  2 East  Pavilion,  on  her 
September  2 marriage  to  Mr.  Roose- 
velt Martin,  purchasing. 

New  arrivals  came  to  the  following 
employee’s  homes.  Girls  were  born  to 
Harvey  and  Maris  Bock,  surgical  resi- 
dent; Ronald  and  Shirley  Stavinga, 
medical  resident;  David  and  Lola  Mon- 
son,  cardio-respiratory  resident.  Boys 
were  born  to  Kenneth  and  MarLou 
Johnston,  surgical  resident;  Gilherto 
and  Lucilia  Pereira,  pediatric  resident. 

Congratulations  to  Yolanda  Perez, 
administrative  assistant,  medical  nurs- 
ing, on  her  marriage  to  Mr.  Gene 
Varela.  They  honeymooned  in  Arizona 
and  California. 

Weddings  are  being  planned  by  the 
following  employees:  Miss  Carol  Gra- 
zidis,  head  nurse,  1 1 East  Pavilion, 
will  become  Mrs.  Robert  Ertl  on  Oc- 
tober 14;  Miss  Jan  Blassingame , head 
nurse,  10  East  Pavilion,  will  become 
the  wife  of  Dr.  James  Fry,  medical 
resident  on  December  9;  Mi.ss  Karen 
Murray,  assistant  director,  medical 
nursing,  recently  became  engaged  to 
Mr.  Nick  Barba — a March  wedding  is 
being  planned;  Miss  Barbara  Koenigs- 
niark,  head  nurse,  5 Jones  East,  re- 
cently became  engaged  to  Dr.  James 
Schultz,  surgical  resident;  Miss  Marilyn 
Ferry,  night  supervisor,  will  become 
the  wife  of  Mr.  Edward  Miller,  R.Ph. 
— a November  wedding  is  planned. 


Discussing  future  plans  for  the  Woman’s 
Board  are  Mrs.  Calvin  D.  Trowbridge 
(seated),  recently  elected  president  and  Mrs. 
F.  Richard  Meyer  III . immediate  past  presi- 
dent. Mrs.  Trowbridge  has  been  on  the  Board 
since  1951 , and  has  served  as  a vice-president 
(1966-69),  chairman  of  the  pediatrics  com- 
mittee (1969)  and  chairman  of  the  Presby- 
terian Delegates  (1970-72).  Her  membership 
on  Woman’s  Board  committees  include 
Health  Center,  Tag  Day,  Chapel  and  Flower, 
Yearbook  and  Associates  Fund.  Commenting 


on  her  upcoming  term  of  office,  Mrs.  Trow- 
bridge said,  "Through  the  years  the  members 
of  the  Woman’s  Board  have  given  gener- 
ously of  time,  self,  money  to  be  of  service, 
and  to  raise  money.  To  me  at  this  particular 
time  it  is  of  special  importance  that  try 
constantly  to  stretch  our  understanding  of  the 
role  our  Medical  Center  plays  in  delivering 
health  care  in  the  1970’s  and  into  the  future 
so  that  each  one  of  us  will  .sen.se  more  fully 
the  significance  and  excitement  of  what  is 
being  done. 


Professional  Activities 


Dr.  Will  G.  Ryan,  associate  profes- 
sor of  medicine  and  associate  attend- 
ing physician,  presented  a paper  en- 
titled, “Further  Experiences  of  Paget's 
Disease  of  Bone  vvith  Mithramycin” 
at  the  IV  International  Congress  of 


Endocrinology,  June  18-24  in  Wash- 
ington, D.C.  Dr.  Ryan  also  participated 
in  the  International  Symposium  on  the 
Clinical  Aspects  of  Metabolic  Bone 
Disease,  June  25-29,  at  Henry  Ford 
Hospital  in  Detroit,  Michigan. 


12 


Dr.  Reuben  Eisenstein,  professor  of 
pathology  and  attending  physician,  re- 
cently presented  lectures  at  Northwest- 
ern University  Medical  School  and 
Michael  Reese  Hospital  and  partici- 
pated in  a seminar  at  the  Gordon  Re- 
search Conference  on  the  structure 
and  composition  of  intracellular  ma- 
terials. 

Dr.  Howard  Sky-Peck,  chairman, 
department  of  biochemistry  and  se- 
nior biochemist,  was  guest  speaker  at 
the  Institute  for  Laboratory  Supervis- 
ors of  the  Tri-State  Hospital  Assembly 
in  Detroit. 

Dr.  Michael  S.  Hackman,  assistant 
professor  of  neurology,  gave  a talk  on 
“Diagnosis  of  Lesions  of  the  Sella 
Turcica"  at  Rockford  Memorial  Hos- 
pital on  September  9. 

Dr.  Paul  Carson,  director,  section  of 
pharmacology  and  genetics,  and  at- 
tending phyisican,  recently  became  a 
member  of  the  American  Society  for 
Pharmacology  and  Experimental  Ther- 
apeutics. 

Dr.  John  Kachmar,  assistant  profes- 
sor of  biochemistry,  and  senior  bio- 
chemist, attended  a meeting  of  the 
American  Association  of  Clinical 
Chemists  held  in  Cincinnati,  Ohio, 
August  20-22. 

Dr.  Karl  H.  Rieckmann,  chief,  la- 
boratory for  tropical  diseases,  and  as- 
sociate professor  of  medicine,  was  re- 
cently consultant  to  the  World  Health 
Organization  in  Kenya  and  Nigeria. 
His  visit  to  Kenya  prompted  organiza- 
tion of  the  first  medical  seminar  to  be 
held  at  Kisumu,  Kenya’s  principal 
town  on  Lake  'Victoria.  The  seminar 
was  attended  by  the  Minister  of  Health 
and  by  about  100  physicians  and  health 
workers  from  Kenya  and  other  coun- 
tries in  East  Africa. 

Drs.  David  Cheijetz,  chairman,  de- 
partment of  psychology  and  professor 
of  psychology,  David  Canon,  associate 
professor  of  psychology  and  senior  psy- 
chologist, and  Michael  Hartings,  as- 
sistant professor  of  psychology,  at- 
tended the  80th  Annual  Convention  of 
the  American  Psychological  Associa- 
tion in  Honolulu,  Hawaii,  September 


2-8.  Dr.  Garron  was  invited  to  present 
a paper  entitled  “Personality  and  In- 
telligence in  Turner’s  Syndrome,”  as 
part  of  a Symposium  on  Human  Be- 
havior Genetics. 

Dr.  John  W . Curtin,  chairman,  de- 
partment of  plastic  and  reconstructive 
surgery  and  attending  surgeon,  was 
the  Program  Chairman  of  the  Ameri- 
can Society  of  Plastic  and  Reconstruc- 
tive Surgeons  meeting  which  was  held 
in  Las  "Vegas,  September  19-23.  Dr. 
Curtin  conducted  a short  course  at  the 
meeting  entitled  “Complications  of 
Pedicle  Elaps.”  He  will  also  be  pre- 
senting the  following  papers  during  the 
month  of  November:  “Advances  in 
Craniofacial  Anomalies  Management” 
and  “Plastic  Surgery  in  Myelodyspla- 
sia” to  the  Southern  Medical  Associa- 
tion Meeting,  and  another  entitled 
“Stapling  Procedure  in  the  Correction 
of  Bilateral  Cleft  Lip  and  Palate  De- 
formities” to  the  Pan-American  Med- 
ical Association  meeting. 

Eula  Montgomery,  LPN,  10  East 
Pavilion,  attended  a workshop  on  re- 
habilitation at  the  Wrightwood  Nursing 
Home  in  DeKalb  on  July  23. 

Dr.  Francois  M.  Booyse,  assistant 
professor  of  biochemistry,  attended  the 
111  Congress  International  Society  on 
Thrombosis  and  Haemostasis  in  Wash- 
ington, D.C.,  August  22-26. 

Rev.  William  E.  Outlaw,  Jr.,  chap- 


lain, pastoral  care  and  education,  re- 
cently served  as  guest  minister  at  the 
Elsdon  United  Methodist  Church  in 
Chicago.  His  topic  was  “A  Constant 
Faith  in  a Changing  Society.” 

Dr.  Robert  W.  Carton,  associate 
dean,  medical  sciences  and  services, 
and  attending  physician,  was  recently 
elected  president  for  the  second  time 
of  the  Chicago  Lung  Association,  for- 
merly the  Tuberculosis  Institute  of  Chi- 
cago and  Cook  County. 

Four  members  of  the  department  of 
psychology  recently  took  part  in  the 
“August  Community  Days”  of  the  Or- 
der of  the  Sister  of  St.  Joseph,  in 
La  Grange.  The  topic  of  the  meeting 
was  “Human  Dimensions  of  the  Life 
Style  as  Defined  and  Lived  by  Relig- 
ious Women.”  Dr.  David  Cheijetz, 
chairman,  department  of  psychology 
and  professor  of  psychology,  Dr.  Mi- 
chael Hartings,  assistant  professor  of 
pyschology,  and  Dr.  Cel  Brocken,  as- 
sistant professor  of  psychology  and  as- 
sistant psychologist,  discussed  “Human 
Sexuality  as  a Dimension  of  Religious 
Celibacy.”  Dr.  Martin  McGurrin,  as- 
sistant professor  of  psychology  and 
sociologist,  discussed  “Community  as  a 
Dimension  of  Religious  Living,”  and 
Dr.  Luke  Shanley,  assistant  professor 
of  psychology  and  adjunct  psycholo- 
gist, discussed  “Dedication  and  Service 
as  Dimensions  of  Human  Life.” 
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Round  About 


Kudos  to  . . . 

. . . Jane  Wheeler  Warren,  director  of 
volunteer  services  for  her  election  as 
president  of  the  American  Society  of 
Directors  of  Volunteer  Services  of  the 
American  Hospital  Association  . . . 

. . . John  King,  associate  administrator 
for  human  resources,  for  receiving  the 
Distinguished  Educator’s  Award  from 
the  Northwestern  University  Chapterof 
Delta  Mu  Delta,  National  Honor 
Society  in  Business  Administration  . . . 
...Mrs.  Calvin  D.  Trowbridge,  presi- 
dent of  the  Woman’s  Board  for  her 
selection  as  “Woman  of  the  Day”  on  Oc- 
tober 1 1 by  Radio  Station  W-A-l-T  in 
recognition  of  her  outstanding  contri- 
bution to  her  community  in  the  field  of 
human  relations  . . . 

. . . William  Kona,  A/./1.L.5.,  director  of 
Rush  Medical  College  Library,  for  his 
appointment  to  chair  the  Antiquities 
Committee  of  Rush  Medical  College. 
With  this  act  the  alumni  and  faculty  ex- 
pressed their  concern  in  preserving  the 
distinguished  heritage  of  Rush  Medical 
College  and  the  important  role  it  had 
played  in  the  development  of  medicine 
not  only  in  Chicago  but  also  in  the 
United  States  . . . 

. . . Dr.  Noi/t/zw/cA:,  chairman  and 

professor  of  general  surgery,  on  his  elec- 
tion as  president  of  the  Illinois  Division 
ol  the  American  Cancer  Society  . . . 

. . . Dr.  George  D.  Wilbanks,  chairman 
and  professor  of  obstetrics  and 
gynecology,  for  his  selection  as  a 
speaker  to  the  First  World  Congress  of 
Colposcopy  and  Uterine  Cervical 
Cytology  and  Pathology  to  be  held  in 
Mar  Del  Palata,  Argentina  . . . 

. . . Drs.  Charles  Perlia,  direetor  of  on- 
cology and  associate  professor  of  inter- 
nal medicine,  and  Steven  G.  Economoii, 
professor  of  general  surgery,  for  their 
award  of  a Clinical  Teaching  Grant  in 
Cancer  in  the  amount  of  $57,780  for  a 
two-year  period  . . . 

. . . Samuel  Williams,  director,  surgical 
unit  management,  who  was  recently 
honored  as  a member  of  the  Chicago 
Merit  Employment  Committee  at  the 
Sixth  Annual  Recognition  Luncheon 
held  by  the  Chicago  Association  of 
Commerce  and  Industry.  Mr.  Williams 
participated  as  a panelist  speaker  in  the 
High  School  Youth  Motivation 
Program  designed  to  stress  the  im- 
portance of  staying  in  school  and  receiv- 


ing a complete  education  . . . 

. . . Mary  F.  Brown,  nuclear  medicine 
technologist,  who  received  a recognition 
award  for  her  work  on  the  American 
Medical  Association  Joint  Board  of  Ac- 
creditation for  Nuclear  Medicine  . . . 
Education  Bulletin  Debuts 

The  former  Educational  Program 
Bulletin  has  been  published  with  a new 
name  and  design.  The  Graduate 
Medical  Education  Bulletin,  describing 
the  staff,  facilities  and  postgraduate 
educational  programs  of  each  Medical 
Center  department,  will  be  used  as  an 
important  recruiting  device  for  prospec- 
tive interns  and  residents.  The  staff  lis- 
ting was  compiled  for  the  first  time  by 
computer  to  ensure  maximum  accuracy 
and  timeliness. 

They  Keep  Coming  Back 

For  the  past  1 2 years  Presbyterian-St. 
Luke’s  Hospital  has  been  the  meeting 
place  for  the  Surgeon  General’s  Advi- 
sory Committee  on  Ceneral  Medicine, 
Sub-committee  on  Liver. 

This  committee,  composed  of  medi- 
cal and  scientific  personnel  from 
throughout  the  country,  is  concerned 
with  infectious  hepatitis  and  other  infec- 
tious diseases  of  the  liver.  Each  year  the 
group  meets  to  review  the  latest  research 
developments  in  the  field. 

Committee  members  from  the  Medi- 
cal Center  include  Dr.  Robert  Kark, 
director,  renal  and  nutrition  and  profes- 
sor of  internal  medicine,  and  Dr.  Fried- 
rich Deinhardt,  chairman  and  professor 
of  microbiology. 

Where  Art  Thou  Ski  Club? 

The  Medical  Center  Ski  Club  does 
not  estivate  during  the  summer  months. 
On  the  contrary  its  members  often  get 
together  for  picnics  with  good  food  and 
a little  softball. 

fheir  last  fling  this  summer  was  held 
September  9 at  Thatcher  Woods  and 
reports  relate  that  though  the  softball 
“game”  was  not  an  artistic  success,  the 
players  did  manage  to  strengthen  their 
leg  muscles  while  fighting  the  numerous 
mosquitoes  that  invaded  the  diamond. 

A mass  recruitment  meeting  will  soon 
be  held  in  A.B.  Dick  Auditorium  to  an- 
nounce dates,  times  and  locations  to  up- 
coming ski  trips. 

New  Looks 

The  office  of  surgical  sciences  and  ser- 
vices is  planning  to  renovate  operating 
rooms  17,  18  and  19  which  upon  com- 


pletion will  enable  each  department  to 
have  its  own  operating  room.  The  OR 
area  now  consists  of  16  open  operating 
rooms,  three  cystoscopy  rooms,  and  one 
small  room  that  is  not  in  use  at  the 
present  time.  When  finished,  the  area 
will  have  17  open  operating  rooms,  two 
cystoscopy  rooms  and  a minor  surgery 
room  which  will  not  require  pre- 
scheduling of  operations.  Cost  of  the 
project,  which  is  scheduled  for  comple- 
tion in  January,  will  be  $80,000. 

Ambulatory  Care  Administration  has 
relocated  from  the  first  floor  South- 
center  building  to  the  second  floor  Senn 
building  (old  Speech  and  Hearing  area). 
The  telephone  extensions  remain  as 
before:  5309,  5310,  and  5311. 


Saturday,  September  16,  1972 

1 am  currently  serving  a two  month, 
rotation  as  neurosurgeon  on  the  ship 
Hope,  currently  stationed  at  Natal, 
Brazil.  This  is  northeastern  Brazil, 
the  deprived  and  depressed  area  of 
Brazil  with  great  medical  needs,  far 
greater  than  those  so  greatly  com- 
plained of  in  the  United  States. 

There  is  no  trained  neurosurgeon 
closer  than  150  miles.  A quite 
competent  general  surgeon  does 
some  operating  on  head  injuries.  Two 
hours  spent  in  the  neurology  out- 
patient clinic  at  the  University  hos- 
pital will  usually  cover  4-6  surgical 
cases.  The  screening  problem  is  to 
select  the  patients  for  whom  the  most 
can  be  accomplished. 

The  ship  has  108  beds  (including 
pediatrics).  The  shortage  of  beds  and 
operating  room  time  (especially  the 
latter)  sharply  limit  the  amount  of 
work  that  can  be  done.  Perhaps  that 
is  fortunate  as  the  surgeons  here  have 
to  be  interns,  residents,  full  time  staff 
surgeons  and  senior  consultants,  at 
one  and  the  same  time  (with  no  time 
to  change  hats). 

Very  truly  yours, 

Harold  C.  Voris 
Consultant  Neurosurgeon 


Hospital  cost  ungodly? 
Results  can  justify  it. 
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“It’s  ridiculous,  that’s  what  it  is.  Just 
ridiculous!” 

'I'hc  man  had  just  read  that  the 
national  average  cost  for  a hospital 
room  had  risen  to  $83  a day. 

“1  can’t  afford  to  get  sick.  If  1 do.  I’ll 
just  have  to  die.  1 sure  can’t  afford  those 
rates.” 

A man  standing  next  to  him  couldn’t 
wait  to  issue  what  he  obviously  thought 
was  a brilliant  statement:  “If  the  illness 
doesn’t  getcha,  the  hospital  bill  will.” 

“I  agree,”  said  the  fellow  with  me. 

“1  used  to  feel  the  same  way,”  1 said. 
“And  1 still  do  to  a certain  extent.  But 
there’s  another  side  to  the  story.” 

“What’s  that?” 

“Just  a few  years  ago,  my  father  came 
down  with  cancer.  After  it  was 
diagnosed,  doctors  here  felt  he  should 
go  to  Chicago  where  they  have  more 
equipment  to  treat  Hodgkin’s  Disease 

that’s  a cancer  of  the  lymph  glands. 

“So  when  we  got  to  Presbyterian-St. 
Luke’s,  my  mother  and  1 were  told  what 
the  hospital  room  was  going  to  cost.” 

“Seventy-eight  dollars  a day,”  the 
man  said. 

“We  were  shocked  but  didn’t  say 
anything  because  we  were  worried 
about  getting  Dad  well. 

“It  was  after  that  that  1 began  to  ap- 
preciate the  many,  many  things  a hos- 
pital does  for  a patient.  My  father  just 
had  fantastic  treatment.  During  his 


illness,  he  had  more  than  26  physicians 
examine  him.  Finally,  a team  of  seven 
doctors  concentrated  on  my  dad’s 
illness.  I hey  gave  him  every  test 
imaginable.  At  first,  they  thought  it  was 
Hodgkin’s  Disease.  But  as  time  went  on, 
they  couldn’t  pin  it  down.  My  dad’s 
illness  had  some  unusual  characteristics 
that  indicated  he  might  have  something 
more  than  Hodgkin’s  Disease,  or  less. 

“One  of  the  cancerous  glands  was 
shipped  to  Stanford  University.  They 
couldn’t  diagnose  it  either.  Before  it  was 
over  with,  that  cell  was  sent  to  New 
York,  Houston  and  even  to  Europe. 
They  pulled  out  all  the  stops. 

“They  also  did  an  investigation  into 
my  father’s  past  that  would  make  the 
FBI  envious.  For  example,  they  wanted 
to  know  if  he’d  ever  been  bitten  by  a cat 
- even  if  it  was  30  years  ago.  Was  he 
ever  pricked  by  an  unusual  kind  of 
desert  brush  on  a trip  out  West?  1 hey 
checked  out  500  possibilities.  They 
didn’t  leave  a stone  unturned. 

“Finally,  after  two  months  in  the  hos- 
pital and  several  operations,  he  got 
worse.  At  one  point,  he  was  almost 
dead.  1 told  my  mother  that  we  should 
be  prepared  for  the  worst.  That 
weekend,  he  had  gotten  weak  and 
delirious.  He  didn’t  know  anyone,  in- 
cluding my  mother,  who  was  with  him 
every  day.  The  hospital  even  arranged  a 
room  for  her  in  a nurses’  dormitory  ac- 


ross the  street.  'They  felt  it  was  a great 
mental  boost  for  him  if  she  was  there. 
But  that  day,  when  we  left  Chicago  for 
the  long  trip  back  to  Danville,  I fully  ex- 
pected him  to  be  gone  the  next  weekend. 

“Ihat  weekend,  the  team  of 
physicians  decided  to  give  him  a 
treatment  involving  some  kind  of  mus- 
tard plasma,  I believe.  That  weekend,  he 
was  still  alive.  I he  next  weekend,  he 
started  to  improve.  Before  long,  he  was 
recovering!  Everyone,  including  the 
doctors,  was  amazed.” 

“It’s  a miracle,”  said  one  of  his  nurses. 

“He’s  fully  recovered  now.  He’s  back 
to  work  and  no  one  would  believe  that  at 
one  time,  just  three  short  years  ago,  he 
was  near  death.” 

“He  looks  better  now  than  he  did 
before  he  got  sick,”  the  other  fellow  said. 

“You  know,  they  still  don’t  know  for 
sure  if  it  was  Hodgkin’s  Disease.  But  I’m 
sure  that  the  fantastic  treatment  he 
received  saved  his  life.  And  you’ve  heard 
about  how  unfriendly  people  are  in  the 
big  city?  Don’t  believe  it.  The  people  at 
that  hospital  went  out  of  their  way  to  be 
kind.  Doctors  had  several  talks  with  us, 
explaining  what  they  were  doing  to  cure 
my  dad.” 

“Well,  you  haven’t  told  me  how  much 
it  cost,”  my  friend  said. 

“It  was  considerable.  You  can  believe 
that.  Thank  God  for  General  Motors’ 
hospital  plan.  It  took  care  of  most  of  it.  I 
feel  sorry  for  people  who  become  ill  and 
don’t  have  hospital  insurance.” 

“1  still  think  costs  are  too  high.” 

“Maybe  so.  But  the  kind  of  treatment 
my  dad  got  was  worth  it.  He’s  still  alive 
and  happy!” 

Reprinted  with  permission  from  Ronald  E. 
Dillman.  executive  editor  of  The  Commercial 
News//;  Danville.  Illinois.  Mr.  Dillman  wrote  this 
article  for  his  Editor's  Notebook  column  which 
appeared  Saturday,  .August  12.  1972. 


The  Chicago  Eoundling  Home  recently  presented 
a SI  7.000  check  to  the  department  of  psychiatry 
for  a study  of  “.Mental  Health  in  Children: 
.\fechanisms  and  Treatment  of  Childhood 
Depression  and  Hyperkinetic  States."  .Accepting 
the  check  were  (left  to  right)  Dr.  Mark  H.  Lepper. 
dean.  Rush  Medical  College  and  Dr.  Robert  Car- 
ton. associate  dean,  medical  sciences  and  services. 
Representing  the  Foundling  Home  formerly 
located  at  1720  IT.  Polk,  the  site  of  the  .Marshall 
Field  / 1 ' Center,  were  .Mr.  Park  Livingston, 
president.  Dr.  Samuel  J.  Hoffman,  vice-president, 
and  .Miss  .Mavis  Koopman.  administrator. 
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Rush  Academic  Building 
Plans  Announced 


An  application  for  a $6.7  million 
grant  has  been  approved  by  the 
Department  of  Health,  Education  and 
Welfare  for  construction  of  the  Rush 
Academic  Building. 

According  to  Dr.  James  A.  Campbell, 
Medical  Center  president,  the  actual 
award  of  the  grant  is  expected  when 
construction  bids  are  advertised,  which 
should  be  within  one  year. 

“The  federal  grant  plus  additional 
capital  funds  planned  by  the  Illinois 
State  Board  of  Higher  Education  will 
allow  Rush  Medical  College  to  double 
its  class  size  by  1975,”  Dr.  Campbell 
said.  “This  will  double  the  opportunities 
for  Illinois  student  enrollment  at  Rush.” 
Planned  for  Flexibility 

The  Rush  Academic  Building  is 
planned  for  flexibility.  Its  design  is  in- 
novative. Eacilities  will  be  adaptable 
both  to  large,  full-class  activities  and 
small  group  seminars  and  individual 
tutoring. 

To  be  located  between  Harrison  street 


and  Flournoy  street  on  Paulina  street 
the  five-story,  1 1 5,000  square  foot  struc- 
ture will  be  at  the  hub  of  a number  of 
new  facilities  planned  by  the  Medical 
Center.  It  will  have  direct  internal  access 
to  the  Professional  building  and  a new 
180-bed  patient  care  structure.  In- 
volvement of  students  with  physicians  at 
these  two  adjacent  facilities  is  critically 
important  to  the  academic  program. 

Later,  the  Academic  Building  will  be 
connected  with  the  Rush  College  of 
Nursing  and  Allied  Health  Sciences 
which  will  share  some  of  the  medical 
school  facilities.  It  also  will  be  linked  to 
the  160-bed  Johnston  R.  Bowman 
geriatric  center. 

Modular  Concept 

A multidiscipline  laboratory  is  the 
nucleus  of  the  academic  facility.  Two 
inner  laboratories  — each  with  capacity 
for  55  students  — provide  large  teaching 
areas  for  demonstrations  and  ongoing 
experiments.  The  inner  laboratories  will 
contain  tissue  culture  facilities,  cold 


rooms,  walk-in  incubators,  ultracentri- 
fuges, and  other  equipment  that  can  be 
used  by  two  bodies  of  students  in 
different  phases  of  the  curriculum. 

Surrounding  the  large  inner 
laboratories  are  20  unit  laboratories. 
Each  unit  has  1 1 individual  student 
stations  for  basic  science  studies.  These 
laboratories  will  allow  maximum  op- 
portunity to  program  separate  areas  of 
study  for  each  student  group. 

A separate  gross  anatomy  laboratory 
is  designed  according  to  the  same 
modular  concept.  A central  prosection- 
disection  area  and  a model  room  can  be 
used  by  students  and  faculty  for  simul- 
taneous anatomy  programs.  Individual 
studies  will  take  place  in  15  disecting 
modules,  each  with  5 tables. 

Encourages  Student  Interaction 

In  both  the  multidiscipline  and  gross 
anatomy  laboratories,  interaction 
between  students  is  encouraged  by  the 
proximity  of  the  unit  laboratories  to 
larger  groups  in  the  inner  laboratories. 


The  nniltidisciplme  laboratory  will  he  the  nucleus  oj  the  academic  facility. 
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Although  students  will  not  necessarily 
be  doing  the  same  things  at  the  same 
time,  modular  layout  promotes  ex- 
change of  intormation  and  ideas. 

At  the  perimeter  of  the  multidis- 
cipline laboratory  arc  study  carrels 
the  student’s  headquarters  during  his 
first  two  years  of  medical  school.  A total 
of  1 10  study  spaces  provide  the  quiet 
area  to  analyze  and  study  information 
demonstrated  in  the  laboratory. 

I'he  Rush  Medical  l.ibrary  will  be 
located  in  the  new  Academic  Building 
and  will  provide  resource  material  for 
all  educational  programs  within  Rush- 
Presbyterian-St.  Luke's  Medical 
Center.  It  will  service  medical  students, 
house  and  attending  staffs,  post- 
graduate students,  and  students  of  the 
College  of  Nursing  and  Allied  Health 
Sciences. 

Rush  Library  Expansion 

The  present  Rush  Library,  which  con- 
tains 60,000  volumes,  has  been  judged 
marginally  adequate  by  the  AAMC- 
AMA  Liaison  Committee  on  Ac- 
creditation. The  committee 
recommends  a considerably  larger 
facility  containing  100,000  volumes  to 
support  the  Rush  program. 

The  new  Rush  Library  also  will  have 
expanded  reading  room  and  work  areas. 


Seating  capacity  will  be  doubled  to  at 
least  200  spaces  to  accommodate  en- 
rollment increases. 

Provision  will  be  made  for  an  audio- 
visual collection,  and  the  Rush  collec- 
tion of  rare  books  and  archives  will  be 
stored  in  a readily  accessible  location. 
Private  study  and  reading  carrels  will 
have  direct  access  to  the  library 
facilities. 

In  addition  to  being  planned  as  an 
integrated  component  of  the  medical 
college’s  educational  program,  the  Rush 
Library  will  be  developed  as  an  outlet  of 
the  regional  and  national  medical  lib- 
rary network.  Students  will  be  taught 
how  to  effectively  use  such  a medical 
communications  network. 

150-Seat  Lecture  Rooms 

Lwo  150-seat  lecture  rooms  will  be 
mirror  images  of  each  other. 

The  lecture  rooms  will  make  exten- 
sive use  of  materials  and  services 
provided  by  the  Center  for  Educational 
Resources.  A common  preparation  and 
projection  room  will  be  located  between 
the  two  lecture  areas.  Thus,  exhibits  and 
demonstrations  can  be  prepared  for 
viewing  by  audiences  in  either  or  both 
lecture  rooms  by  means  of  video  rear 
projection.  This  will  allow  simul- 
taneous scheduling  of  the  same  or 


different  lectures  to  two  student  bodies. 

Audio-visual  equipment  will  be  con- 
trolled by  a panel  at  the  instructor’s 
lectern  or  from  a remote  station. 

1 his  area  of  the  Academic  Building 
will  also  contain  a student  lounge  and  an 
office  for  student  activities. 

Educational  Resources  Center  Planned 

A Center  for  Educational  Resources 
is  now  under  development  at  Rush 
Medical  College  and  will  be  centralized 
in  the  new  academic  building.  Already 
functional  in  the  college’s  interim  teach- 
ing facility  is  a Learning  Resource 
Room  equipped  with  12  audio-visual 
study  carrels  and  two  interactive  alpha- 
numeric-graphic computer  display  ter- 
minals. Audio-tutorial  programs  with 
slides  also  are  underway  for  specific 
courses. 

The  new  facility  will  utilize  computer, 
closed  circuit  television,  and  film  media. 
This  electronic  network  will  permit  the 
faculty  to  extend  itself  far  beyond  the 
lecture  room.  For  instance,  a student 
will  be  able  to  observe  firsthand  from  his 
study  carrel  what  is  occurring  at  a 
patient’s  bedside,  in  the  operating  room, 
and  ultimately  at  a distant  educational 
or  health  care  institution. 


Tn  o 150-seal  lecture  rooms  will  be  mirror  images  of  each  other. 
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New  Chairman,  Center, 
Chair  for  Psychiatry 


Rush-Presbyterian-St.  Luke’s  Medi- 
cal Center  has  received  two  gifts  totall- 
ing $2  1 2 million  for  its  department  of 
psychiatry.  A large  bequest  will  be  used 
to  establish  an  endowed  chair,  and  a 
contribution  from  the  Field  Enterprises 
Charitable  Corporation  will  be  used  to 
establish  an  outpatient  psychiatric 
facility. 

In  making  the  announcement.  Dr. 
James  A.  Campbell,  Medical  Center 
president  said,  “The  late  Marshall  Field 
IV  recommended  to  the  Field  Enter- 
prises Charitable  Corporation  that  it 
make  a contribution  to  Presbyterian-St. 
Luke’s  Hospital  to  enable  the  hospital  to 
create  the  most  modern  psychiatric 
facility  possible  for  the  Chicago  area. 
The  new  center  will  be  named  in  his 
honor  and  will  provide  expanded  out- 
patient services  for  children  and  adults.” 

The  bequest  for  an  endowed  chair  will 
assure  the  Medical  Center  the  facilities 
and  personnel  it  needs  to  provide  ex- 
cellent patient  care  and  conduct  per- 
tinent research  in  the  field  of  mental 
health,”  Dr.  Campbell  said. 

Fawcett  Heads  Psychiatry 

Dr.  Jan  Fawcett  has  been  appointed 
chairman  of  the  department  of 
psychiatry  which  is  comprised  of  a 61- 
bed  inpatient  unit,  a day  hospital  for 
adults  and  children  and  outpatient 
clinical  facilities. 

The  department  conducts  programs 
for  students  in  all  phases  of  medical  and 
paramedical  psychiatric  training  from 
junior  medical  clerks  to  fifth  year 
residents  in  child  psychiatry.  This  also 
includes  occupational  therapists, 
psychiatric  nurses,  psychologists, 
psychiatric  social  workers  and  special 
education  teachers. 

According  to  Dr.  Fawcett  the  en- 
dowed chair  and  the  new  Marshall  Field 
IV  Center  will  increase  the  Medical 
Center’s  capacity  for  training  psychiat- 
rists prepared  to  address  the  wide  range 
of  problems  of  human  behavior  facing 
the  world  today.  Another  major 
investment  of  the  department  will  be 
providing  the  psychiatric  knowledge 
crucial  for  today’s  practice  of  medicine 
for  all  graduates  of  Rush  Medical 
College  regardless  of  their  medical 
specialty. 

Conducts  Various  Programs 

I he  Marshall  Field  IV  Center, 
located  at  1 720  W.  I’olk,  will  house  day 


hospitals  for  children  and  adults  and 
outpatient  clinical  facilities. 

The  outpatient  adult  and  child  clinics 
provide  patients  and  their  families  with 
a multidisciplinary  therapeutic  milieu. 
The  emphasis  is  on  crisis  intervention, 
screening,  diagnosis  and  referral  for 
long-term  treatment.  In  addition,  the 
Center  conducts  a community  service 
program  with  children  and  teachers  in 
the  neighborhood  schools  for  the 
prevention  of  mental  illness  and 
emotional  problems. 

The  Adult  Day  Hospital  allows 
patients  to  leave  the  hospital,  return 
home,  and  have  access  to  a daily  out- 
patient therapeutic  experience.  This  op- 
portunity shortens  the  patient’s  hospital 
stay  and  aids  in  preventing  further  hos- 
pitalization. 

Unique  Children’s  School 

Simultaneously,  the  Children’s 
Therapeutic  Day  School  is  a highly 
specialized  experimental  approach  to 
the  treatment  of  moderately  disturbed 
school  age  children  and  their  families. 
The  program  involves  intensive  daily 
experience  utilizing  traditional,  in- 
dividual and  group  psychotherapy,  as 
well  as  behavior  management  techni- 
ques. Its  objective  is  for  the  child  to 
return  to  a normal  school  situation 
within  a relatively  short  span  of  times. 

“We  hope  to  expand  our  existing 
programs  and  to  create  new  therapeutic 
emphasis  on  partial  hospitalization  for 
pre-adolescents  and  adolescents.  In  ad- 
dition we  plan  to  expand  our  partial 
hospitalization  for  adults  with  evening 
and  weekend  hospitalization.”  said  Dr. 
Fawcett. 

The  Center  now  sees  70-75  patients  a 
day.  According  to  Dr.  Fawcett  this  will 
probably  double  and  triple  when  the 
evening  and  weekend  programs  are  im- 
plemented. 

The  Center  also  participates  in 
programs  for  students  in  all  phases  of 
medical  and  paramedical  psychiatric 
training  and  in  the  department’s  clinical 
research  projects  w'hich  emphasize  the 
problems  in  patient  care. 

Expand  Training  Programs 

“The  endowed  chair  and  the  Marshall 
Field  IV  Center,”  commented  Dr. 
Fawcett,  “will  enable  the  department  to 
expand  its  training  programs,  increase 
its  research  potential  and  provide  the 
crucial  outpatient  facilities  needed  to 


Jan  Fawcett,  M.D. 


combat  mental  illness.” 

Dr.  Fawcett  is  professor  of  psychiatry 
at  Rush  Medical  College  and  attending 
physician  at  Presbyterian-St.  Luke’s 
Hospital. 

He  was  formerly  associate  director  of 
research  and  chief.  Depression  and 
Suicide  Prevention  Research  Unit  at  the 
Illinois  State  Psychiatric  Institute  and 
associate  professor  of  psychiatry  at  the 
Abraham  Lincoln  School  of  Medicine 
of  the  University  of  Illinois. 

His  professional  interests  are  in  the 
fields  of  suicide  prevention,  the  causes 
and  treatment  of  depressive  illness,  and 
violence.  In  addition  to  numerous 
publications  on  these  subjects.  Dr. 
Fawcett  is  continuing  research  under  a 
National  Institute  of  Mental  Health 
grant. 

Dr.  Fawcett  has  been  consulting 
editor  to  “Life  Threatening  Behavior”  in 
the  Journal  of  the  American  As- 
sociation of  Suicidology  and  a member 
of  the  Suicide  Prevention  Review  Com- 
mittee, National  Institute  of  Mental 
Health. 


Medical  Center  Honors 
Woman’s  Board,  Volunteers 


Rush  Receives 
Student  Aid  Funds 


The  Medical  Center  recently  honored 
19  members  of  the  Woman’s  Board  and 
18  volunteers  lor  their  years  of  service. 

Certificates  of  appreciation  were 
presented  to  Woman’s  Board  members 
at  the  October  2 meeting. 

Edward  F.  Blettner,  chairman  of  the 
executive  board  and  chairman  of  the 
trustees,  presented  the  following 
awards: 


50  Years 

Mrs.  Edward  A.  Cudahy 
Mrs.  Earle  B.  Fowler 
Mrs.  R.  Douglas  Stuart 

40  Years 

Mrs.  William  B.  Neal 
Mrs.  Woodruff  J.  Parker 
Mrs.  Frank  V.  Theis 

30  Years 

Mrs.  Egbert  H.  Fell 
Mrs.  Paul  W.  Oliver 
Mrs.  Marshall  G.  Simpson 

45  Years 

Mrs.  Charles  F.  Glore 
Mrs.  Halford  H.  Kittleman 

35  Years 

Mrs.  Luther  I.  Replogle 
Mrs.  Walter  Byron  Smith 

25  Years 

Mrs.  Charles  Balfanz 
Mrs.  Clifton  B.  Batchelder 
Mrs.  Floyd  V.  Filson 
Mrs.  Bernard  P.  Smith 
Mrs.  Lheodore  D.  Tieken 
Mrs.  John  Fred  Vickrey 


The  Eleventh  Annual  Volunteer  Day 
Luncheon  was  held  October  24  in  Room 
Six  Hundred.  Dr.  James  A.  Campbell, 
medical  center  president,  and  Gail  I.. 
Warden,  executive-vice-president,  o- 
perations,  presided  at  the  luncheon  and 
Dr.  Luther  Christman,  dean  of  the  new 
College  of  Nursing  and  Allied  Health 
Sciences  was  guest  speaker. 

Awards  were  presented  to  the  follow- 
ing volunteers  for  their  years  of  service: 

20  Years 

Mrs.  Samuel  Bodman 

15  Years 

Mrs.  Lester  Armour 
Mrs.  John  Effinger 
Mrs.  Clarence  Hauge 
Mrs.  Paul  Holinger 
Mrs.  William  MeSwain 

10  Years 

Mrs.  Albert  Dick,  Jr. 

Mrs.  Howard  Teichen 
Mrs.  Helmut  Trautmann 
Mrs.  Glenn  Webb 

5 Years 

Mrs.  Robert  BonDurant 
Mrs.  Harvey  Collins 
Mrs.  Edward  Emery 
Mrs.  Robert  Jensik 
Mrs.  Thomas  Kelly 
Mrs.  Herbert  Kroeplin 
Mrs.  Alphonse  Oenning 
Mrs.  Robert  Rosenwald 


Rush  Medical  College  has  received  a 
four-year,  S34,000  grant  for  student 
financial  aid  from  I he  Robert  Wood 
Johnson  Foundation  of  ITinceton,  New 
Jersey. 

The  Foundation’s  Student  Aid  F^ro- 
gram  is  designed  to  help  fill  the  need  for 
physicians  in  rural  and  inner-city  areas 
and  is  based  on  the  proportion  of  stu- 
dents from  these  areas  in  the  first  Rush 
class  last  fall. 

According  to  Dr.  John,  S. 
Graettinger,  associate  dean,  student  and 
faculty  affairs,  the  grant  will  enable 
Rush  to  provide  additional  funds  for 
both  scholarships  and  loans. 

“Since  each  student’s  expenses  for  12 
months  of  medical  school  are  over 
$5,000  and  less  than  one-third  of  the 
needed  funds  for  student  financial  aid 
for  medical  education  are  available 
from  governmental  sources,  the  grant 
from  the  Johnson  Foundation,  a volun- 
tary agency,  represents  an  important 
contribution,”  Dr.  Graettinger  said. 

An  open  political  forum  on  "Health  Care  as  a 
Campaign  Issue-1972"  was  held  October  10  in  the 
A.B.  Dick  Auditorium.  Those  participating  were 
(left  to  right)  Dr.  Philip  Thomsen,  Cook  County 
Board  of  Commissioners  and  past  president  of  the 
Illinois  State  Medical  Society  (for  the  Repub- 
licans): David  Levin,  director  of  social  services  at 
the  .Medical  Center  acted  as  moderator:  Dr.  .\eil 
G.. Aronson,  pediatrics  department  faculty  at 
Sorthwestern  University  Medical  School  and  con- 
sultant to  the  Chicago  Board  of  Health  (for  the 
Democrats):  Dr.  Glen  Tomlinson.  Division  of 
family  practice.  University  of  Illinois  and  vice- 
president.  Illinois  State  Medical  Society:  Irene 
Turner,  research  associate,  the  Medical  Center's 
president's  office:  and  Dr.  Quentin  Young,  chair- 
man. division  of  medicine.  Cook  County  Hospital. 
The  forum  was  sponsored  by  the  Medical  Center 
Council  of  Religion. 


Happy 

Thanksgiving 
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Fairy  Tales  Teach 
Psychiatric  Principles 


Barton  Named 
Assistant  to  Allied 
Health  Dean 


The  fairy  tale  about  the  three  bears 
depicts  the  reaction  of  an  only  child  to 
the  advent  of  a new  baby.  Some  of  the 
paintings  of  Picasso  are  focal  points  for 
discussion  of  the  mother-child  relation- 
ship. 

I his  is  one  technique  developed  over 
30  years  ago  by  Dr.  Alfred  P.  Solomon, 
professor  of  psychiatry  at  Rush  Medi- 
cal College,  to  teach  the  fundamentals 
of  human  behavior  to  psychiatric  per- 
sonnel. 

Dr.  Solomon  began  using  fairy  stories 
and  paintings  to  illustrate  considera- 
tions of  human  behavior  to  student 
nurses.  This  approach  was  so  successful 
that  it  was  continued  and  elaborated 
upon  in  a class  for  occupational  therapy 
workers  and  nurses.  Later,  plays 
became  the  major  source  of  material. 

Following  the  merger  of  St.  Luke’s 
Hospital  with  Presbyterian  Hospital  in 
1959.  the  teaching  by  this  method  con- 
tinued, and  residents  on  the  psychiatric 
services  began  attending  the  classes.  Dr. 
Donald  A.  R.  Morrison  began  colla- 
borating with  Dr.  Solomon  at  this  time 
and  noted  the  method’s  psychothera- 
peutic possibilities  which  were  now  ap- 
plied to  patients  as  a form  of  treatment. 

I hus  began  the  Group  Psychotherapy 
Seminars  in  the  Arts. 

For  ten  years,  weekly  group  psycho- 
therapy seminars  were  held  for  patients 
in  which  both  the  aesthetic  and  dynamic 
understanding  of  the  arts  led  to  a much 
better  awareness  on  the  part  of  the 
patients  of  the  problems  that  beset  them 
and  how  to  cope  with  them. 

Another  advantage  was  a keener 
cultural  interest  in  plays  and  other 
lorms  of  the  arts.  A book  is  now  being 
prepared  which  describes  the  ap- 
plication and  development  of  this 
method. 

At  the  present  time  the  seminars  are 
being  continued  at  the  Medical  Center 
as  a teaching  method  for  understanding 
human  beha\ior.  A broader  education 
application  is  visualized.  Modern 
concepts  regard  mental  and  social  well 
being,  as  well  as  the  absence  of  disease, 
as  criteria  ot  health.  From  this  perspec- 
tive important  lessons  are  to  be  learned 
Irom  the  arts. 

According  to  Dr.  Solomon,  “ I he 
deep  understanding  of  human  behavior 
that  the  arts  convey  make  them 
available  as  e.xemplars  of  inter  personal 


reactions  and  innermost  feelings  not 
only  for  training  purposes  but  as  educa- 
tional instruments  for  lay  people.” 

Dr.  Solomon  is  planning  a series  of 
seminars  directed  to  persons  experien- 
cing marital  tensions  and  younger 
people  anticipating  marriage.  He 
believes  that  “the  former  will  gain 
understanding  helpful  in  the  alleviation 
of  their  difficulties  and  the  latter  will  at- 
tain developing  maturity  necessary  for  a 
successful  marriage.” 

The  seminars  will  be  conducted  in  the 
evenings  at  the  Marshall  Field  IV 
Center  at  1720  W.  Polk. 


Alfred  P.  Solomon,  M.D. 


Lee  S.  Barton 


Lee  S.  Barton  has  been  appointed  as- 
sistant to  the  dean  for  the  office  of  allied 
health  sciences. 

Mr.  Barton  was  formerly  director  of 
training  at  Cook  County  Hospital  and 
dean  of  administrative  services  at  Sauk 
Valley  College,  Dixon,  Illinois. 

He  earned  his  A.B.  from  Duke 
University  and  his  M.A.  in  Educational 
Supervision  and  Administration  from 
Roosevelt  University.  He  is  presently  a 
Ph.D.  candidate  in  adult  education  at 
the  University  of  Chicago. 

World  War  II  interrupted  his  M.A. 
studies  in  Western  History  at  Oklahoma 
University.  Mr.  Barton  was  com- 
missioned in  the  U.S.  Navy  and  served 
from  1941-1962,  retiring  as  Lieutenant 
Commander.  During  his  years  in  the 
Navy  he  commanded  three  ships,  three 
staff  commands,  two  bases,  and  also 
served  as  assistant  professor  of  Naval 
Sciences  at  Princeton  University,  Aide 
and  Flag  Secretary  to  Commander 
United  States  Sixth  Fleet  in  the 
Mediterranean,  Assistant  Staff  Opera- 
tions and  Training  Officer  on  Royal 
Danish  Naval  Staff  in  Copenhagen  and 
Head  of  Officer  Examination  Depart- 
ment at  United  States  Naval  Examining 
Center  of  Great  Lakes. 

Mr.  Barton’s  professional  experience 
also  includes  assistant  director  of  ad- 
ministration, Purdue  University,  and 
research  assistant,  department  of 
education.  University  of  Chicago. 

Among  his  memberships  in  profes- 
sional organizations  are  the  American 
Education  Research  Association,  Adult 
Education  Association,  Chicago  Area 
Society  for  Hospital  Education  and 
Training  and  the  Military  Testing  As- 
sociation. 

In  addition  he  is  a member  of  the 
Board  of  Trustees  for  the  Barton  Lec- 
tures in  Tulsa,  Oklahoma,  a family 
foundation  established  for  an  annual 
lectureship  by  world  renowned 
theologians. 

As  assistant  to  Dean  Leon  Dingle, 
Mr.  Barton’s  responsibilities  include 
curriculum  development  for  allied 
health  sciences  and  setting  the  standards 
for  allied  health  in  the  educational, 
research  and  patient  care  settings.  Mr. 
Barton  will  be  assisting  the  dean  and  the 
office  of  allied  health  sciences  to  become 
the  focal  point  and  information  center 
for  allied  health  educational  activity. 
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Cardiology  Chair 
Established 


Employee  Information 
Center  Debuts 


Jay  Bailey  Carter,  M.D. 

The  Medical  Center  has  announced 
the  establishment  of  the  Jay  Bailey 
Carter  Endowed  Chair  of  Cardiology. 
The  chair  is  being  created  through  a be- 
quest by  Mrs.  Ruth  N.  Carter  in 
memory  of  her  late  husband. 

The  endowment  will  support  the 
educational  and  research  activities  of 
the  director  of  the  Section  of  Cardio- 
respiratory Diseases  at  the  Medical 
Center  and  Rush  Medical  College. 

Dr.  Jay  Bailey  Carter  received  his 
medical  degree  from  Rush  Medical 
College  in  1924  and  served  as  a clinical 
instructor  in  cardiology,  internal 
medicine,  physical  diagnosis  and  elec- 
trocardiography from  1928  to  1938.  He 
also  held  the  rank  of  assistant  professor 
of  internal  medicine  at  the  University  of 
Illinois  College  of  Medicine  from  1938 
until  1954. 

In  1922,  at  the  University  of  Chicago’s 
department  of  physiology.  Dr.  Carter 
assisted  Dr.  Arno  B.  Luckhardt  in  ex- 
periments on  the  physiologic  effects  of 
ethylene  gas.  These  experiments  led  to 
the  discovery  that  ethylene  gas  could  be 
used  as  an  anesthetic  producing  a deeper 
state  of  unconsciousness  without  the 
after-effects  which  were  attributable  to 
ether  and  laughing  gas.  Dr.  Carter  was 
the  first  human  being  on  whom  the  gas 
was  tested.  Ethylene  was  soon  accepted 
as  the  major  anesthetic  for  general 
surgery  and  dentistry. 

Dr.  Carter  was  the  author  of  the  text- 
book, “Fundamentals  of  Electro- 
cardiographic Interpretation”  and 
contributed  many  articles  on  the  subject 
of  heart  disease  to  medical  journals. 


The  focal  point  for  employee  com- 
munication has  been  established  in  the 
first  floor  corridor  next  to  the  cafeteria 
entrance. 

1 he  Employee  Information  Center 
consists  of  five  display  cases  each 
devoted  to  a different  topic  of  com- 
munication to  employees  as  well  as  staff 
and  visitors.  One  case  will  include 
photographs  of  employee  of  the  quarter 
nominees  and  winners.  Another  is  the 
trophy  case  and  the  third  is  devoted  to 
various  citations  and  certificates.  Em- 
ployment information  and  training  and 
development  courses  will  be  posted  in 
another  case.  A fifth  case  was  designed 
to  provide  departments  in  the  Medical 


Center  with  the  opportunity  to  display 
information  about  their  functions, 
techniques  or  latest  developments.  1 he 
first  department  to  be  featured  is 
medical  records. 

James  Morgan,  assistant  director  of 
employee  relations,  and  the  person 
instrumental  in  the  creation  of  this 
center  said,  “All  this  information  was 
scattered  in  various  places  with  no  order 
or  consistency.  Now  our  employees 
know  they  can  come  to  one  place  to  k)ok 
at  the  latest  trophies  or  awards,  see  the 
various  courses  available  and  discover 
the  newest  developments  in  various 
Medical  Center  departments.” 


James  Morgan,  assistant  director  of  employee  relations,  checks  one  of  the  cases  in  the  new  Em- 
ployee Information  Center. 
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Preparations  Begin  for 
2nd  Annual  Xmas  Program 


Medical  Center  employees,  their 
families  and  friends  are  invited  to  parti- 
cipate in  the  second  annual  Christmas 
program  — Christmas  Internationale 

II. 

The  program  will  be  presented  on 
Tuesday,  December  19  at  12  noon  and  4 
p.m.  in  Schweppe-Sprague  Hall. 


Preparations  for  the  program  are  be- 
ing made  by  a committee  composed  of 
employees  representing  all  areas  of  the 
Medical  Center.  These  committee 
members  will  act  as  talent  scouts  to 
assemble  those  in  the  Medical  Center 
who  can  best  represent  Christmas  as 
celebrated  around  the  world.  Last  year’s 


performances  included  dancing, 
singing,  and  recitation  representing  the 
traditions  of  Lithuania,  Mexico, 
Poland,  Korea  and  the  Philippines, 
among  others. 

For  more  information  please  call  the 
Chaplain’s  office  at  5570  or  the  Public 
Relations  office  at  5579. 


College  Extension 
Courses  Offered 


Free  evening  college  courses  are  being 
oU'ered  to  all  Medical  Centeremployees 
through  the  otTicc  of  allied  health 
sciences. 

I hese  courses  are  part  of  an  Exten- 
sion Program  through  affiliation  with 
the  Central  YMCA  Community 
College.  Regular  college  credits  are 
given  for  these  courses  which  are  eight 
weeks  in  length  and  begin  in  September, 
December,  February  and  .lime  of  each 
year. 

Now  is  the  time  to  register  for  the 
Winter  Session  (December-February). 
For  information  regarding  the  actual 
days  of  the  classes,  meeting  times, 
instructors  and  course  descriptions, 
please  call  Mrs.  Wilma  Walker  or  Mr. 
Sam  Hansra  at  942-5915. 

The  courses  available  during  the 
Winter  Session  are: 

English  101 

(Composition  & Rhetoric) 

Medical  Terminology  101 

Professional 

Activities 

Dr.  Clay  H.  Jones,  director, 
adolescent  and  young  adult  medicine, 
and  assistant  professor  of  pediatrics, 
recently  appeared  on  radio  station 
WMBI,  speaking  about  “Health  Care 
Needs  of  the  Adolescent.” 

Dr.  Fedor  Bachmann,  associate 
professor  of  medicine,  and  attending 
physician,  attended  the  Symposium  on 
Platelets,  Drugs  and  Thrombosis  spon- 
sored by  the  Ontario  Heart  Foundation 
in  Hamilton,  Ontario,  Canada,  October 
15-18.  Dr.  Bachmann  was  also  visiting 
professor  at  the  University  of  Berne, 
Switzerland,  from  October  10-12  and  at 
the  Children’s  Hospital  of  Buffalo,  New 
York  on  October  20-21. 

Dr.  Howard  H.  Sky-Peck,  chairman 
and  professor  of  biochemistry  and 
senior  biochemist,  recently  gave  a 
presentation  at  the  Central  Indiana 
Clinical  Biochemistry  Forum  Sym- 
posium on  “Discrete  Sample 
Analyzers,”  held  in  Indianapolis, 
September  16.  The  title  of  his  paper  was 
“Comparison  of  the  Clinical  Kinetic 
Data:  Beckman  DSA564B  vs.  Manual 
Technique.” 


Chemistry  110 
(Elementary) 

Health  Facilities  Management  102 
(Hospital  Accounting) 

Health  Facilities  Management  205 
(Management  Seminar) 

Psychology  201 
(Introduction) 

Physical  Science  102 
Physics  1 

Health  Facilities  Management  103 
(Introduction  to  F’atient  Care) 

Electives  are  also  offered  which  might 
include  training  courses  that  offer  no 
college  credit  but  are  a definite  benefit  to 
the  employee,  such  as  English  as  a 
Second  Language;  Mathematics  102 
(College  Algebra);  Social  Science  103; 
Humanities  101  and  102;  Philosophy; 
Accounting;  Foreign  Languages,  such 
as  French,  Spanish,  etc.  These  might 
also  include  any  other  courses  of  interest 
to  the  employees  for  which  a minimum 
of  eight  students  register. 


Dr.  James  Bacus,  assistant  professor 
of  medicine,  presented  a paper  entitled 
“Automated  Peripheral  Blood  Smear 
Screening  — Initial  Results  with  a Wor- 
king Laboratory  Model”  at  the  1972 
Engineering  Foundation  Conference  in 
Saxton  River,  Vermont,  on  August  8. 

Dr.  James  Dow,  professor  and  chair- 
man of  biomedical  engineering,  recently 
served  as  a panelist  at  the  International 
Health  Evaluation  Association  Seminar 
held  at  Northwestern  University 
Chicago  Campus  on  September  22. 
Also  attending  the  Seminar  were  Dr. 
Jeffrey  Level t and  Dr.  Gerald  Gottlieb, 
assistant  professors  of  biomedical 
engineering. 

Dr.  Raymond  N.  Miller,  assistant 
professor  of  psychiatry  and  assistant 
attending  physician,  was  a panel  mem- 
ber on  the  Rehabilitation  of  the  Cancer 
Patient  session  at  the  Seventh  National 
Cancer  Conference  held  in  Los  Angeles 
September  27-29.  He  also  presented  a 
paper  entitled  “The  Psychosocial 
Problems  in  Rehabilitation  of  the  Can- 
cer Patient.” 

David  P.  Buchmueller,  ad- 
ministrator, recently  spoke  at  a meeting 
of  the  Chicago  Area  Society  for  Educa- 
tion and  Training  held  at  the  American 
Hospital  Association  headquarters.  His 


topic  was  “ 1 he  Hospital  Adminis- 
trator’s Fixpectations  ol  a I raining 
Program.” 

Mary  /•'.  Brown,  staff  technologist, 
nuclear  medicine,  presented  a paper  on 
“18  Fluorine  US  85  Strotium  in  Bone 
Scanning,”  at  the  annual  meeting  of  the 
Society  of  Nuclear  Medical  lechnolo- 
gists  held  recently  in  Denver. 

Dr.  Max  S.  Sadove,  professor  and 
chairman  of  anesthesiology,  lectured  in 
October  on  the  subject  of  acupuncture 
at  the  Roosevelt  Memorial  Hospital  and 
the  Illinois  Podiatry  Society.  He  also 
spoke  during  October  to  the  Franklin 
Boulevard  Community  Hospital  on 
anesthesia  as  it  relates  to  implants,  and 
to  the  Annual  Otolaryngology  Assem- 
bly at  the  Eye  and  Ear  Infirmary  of  the 
University  of  Illinois  on  Anesthesia  and 
Recovery  Room  Problems. 

Dr.  Harry  Southwick,  chairman  and 
professor  of  general  surgery,  presented  a 
paper  entitled  “Cancer  of  the  Larynx  — 
Surgical  Management”  at  the  Seventh 
National  Conference  of  the  American 
Cancer  Society  held  in  Los  Angeles  on 
September  27. 

Dr.  George  D.  Wilbanks,  chairman 
and  professor  of  obstetrics  and  gyne- 
cology, will  present  a postgraduate 
course  on  Gynecologic  Oncology  at  the 
Armed  Forces  District  Meeting  of  the 
American  College  of  Obstetricians  and 
Gynecologists  in  Seattle  on  October  19- 
20. 

Attending  the  American  College  of 
Obstetricians  and  Gynecologists  Dis- 
trict Meeting  in  Lake  Geneva.  Wiscon- 
sin, on  October  18-19,  were  the  follow- 
ing members  of  the  department  of  obste- 
trics and  gynecology:  Dr.  Denes  Orban, 
director,  gynecologic  oncology  and  as- 
sociate professor,  presented  two  break- 
fast conferences  on  “Vaginal  Tubal  Li- 
gation”; Dr.  John  Wolff,  director, 
psychosomatic  obstetrics  and  gyne- 
cology and  professor,  presented  two 
conferences  on  “Prevention  of  Post  Par- 
turn  Psychosis”;  Dr.  Wolff  and  Ruth 
Campanella,  second  year  Rush  Medi- 
cal College  student,  presented 
“Sterilization  in  Young  Women  — 
Psychological  Factors.” 

Dr.  James  A.  Campbell,  Medical 
Center  president,  discussed  “The  Rush 
University  System  for  Health”  at  the 
Illinois  Institute  of  Technology  Chap- 
ter of  the  Society  of  Sigma  Xi  meeting 
on  October  19. 

Participating  in  the  Nurse  .Associate 
Continuing  Education  Program  held 
October  6 at  the  Medical  Center  were 
Dr.  Edsel  Hudson,  director,  ambula- 
tory care  services,  and  Mrs.  Patricia 
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Rychianek,  R.N.,  pediatric  nurse  as- 
sociate. The  program  was  organized  to 
recruit  potential  students  into  the 
F’ediatric  Nurse  Associate  and  Medical 
Nurse  Associate  continuing  education 
programs  and  to  familiarize  health  care 
employers  with  the  Nurse  Associate 
concept. 

Rev.  Bernard  Pennington,  chairman 
of  pastoral  care  and  education,  co- 
chaired a meeting  of  the  Foundation  of 
1 hanatology  at  Union  Theological 
Seminar  in  New  York  City  recently. 

Dr.  Erne.st  W.  Fordham,  chairman 
and  professor  of  nuclear  medicine,  gave 
a lecture  entitled  “Fluorine  Scans  in  the 
Diagnosis  of  Bone  Lesions”  at  the 
department  of  orthopedic  surgery  Post- 
Graduate  Course  in  Bone  Patholology. 

Drs.  GretaJo  Northrop,  instructor  of 
medicine  and  adjunct  physician,  and 
Luke  A.  Shanley,  instructor  of 
psychology  and  adjunct  psychology, 
spoke  about  “Problems  Facing  the 
Adolescent”  at  a meeting  of  the  Chicago 
Chapter  of  the  American  Association  of 
Medical  Assistants  held  October  4 at  the 
Illinois  Athletic  Club. 

[)r.  Robert  M.  AV//  A,  director  of  renal 
and  nutrition  and  professor  of  medicine, 
and  Mrs.  Lita  Brody,  M.S.,  supervisor 
and  research  assistant,  renal  and  nut- 
rition, recently  attended  a Seminar  on 
leaching  Urinalysis  at  the  Charles  S. 
Beardsley  Research  Center  in  Elkhart, 
Indiana.  Dr.  Kark  spoke  about  “New 
Concepts  Arising  from  Study  of 
Urinalysis”  and  Mrs.  Brody’s  lecture 
concerned  “New  Approaches  to  Teach- 
ing Examination  of  the  Urinary 
Sediment.” 

Dr.  Henry  Gewurz,  chairman  and 
protessor  of  immunology,  recently 
attended  a dedication  medical 

seminar  at  Northwest  Community  Hos- 
pital in  Arlington  Heights.  The  topic  of 
his  lecture  was  “The  Immune  Response 
in  the  Medication  ol  Disease.”  Also 
attending  the  seminar  was  Dr.  Frank 
Hendrickson,  chairman  and  professor 
ol  therapeutic  radiology,  who 
moderated  a panel  discussing  car- 
cinoma of  the  ovary. 

Dr.  Williani  F.  associate  dean, 

surgical  sciences  and  services  and  atten- 
ding surgeon,  was  guest  speaker  at  a 
lashion  show  sponsored  by  the  First 
Presbyterian  Church  of  River  Forest. 

Dr.  Hushatig  ./avid,  professor  of  car- 
diovascular-thoracic surgery  and  atten- 
ding surgeon,  spoke  at  a business  meet- 
ing ol  the  Graduate  Nurses  Club  of 
Downers  Grove  October  4.  1 he  lecture 
was  entitled  “Surgical  Management  of 
Complications  of  Heart  Disease.” 


The  purchasing  department 
welcomes  new  employees  Margaret 
Farias,  purchasing  office,  Raymond 
Simmons  and  Carlton  Williams, 
storeroom. 

Steve  Sanchez,  physical  plant,  recen- 
tly won  first  prize  in  the  Evergreen  Plaza 
all-sculpture  art  fair. 

Sue  Falco,  R.N.,  night  supervisor, 
recently  returned  from  an  exciting  trip 
to  Europe.  When  asked  what  she  en- 
joyed most,  she  replied,  “sitting  at  a 
table  across  from  the  Burtons!”  Her 
most  prized  souvenirs  are  pictures  of 
Richard  Burton  shooting  a scene  from  a 
movie  in  Italy. 

The  following  employees  recently  re- 
turned from  vacations:  Carolyn  Helf, 
R.N.,  medical  nursing  supervisor,  from 
the  New  England  states;  Leona  Phillips, 
R.N.,  2 East  Pavilion,  from  Baltimore, 


.Sanborn  Hou.ser,  85  years  old,  began  painting  in 
1970  on  a South  American  cruise,  mainly  to  kill 
tune.  His  artwork  was  on  display  in  the  main  cor- 
ridor of  the  hospital  during  the  month  of 
September.  Mr.  Hou.ser,  who  retired  in  1970  as  a 


Maryland;  Kris  Hebda,  R.N.,  head 
nurse,  3 East  Pavilion,  who  spent  two 
weeks  in  San  Salvador,  Central  Ameri- 
ca; Connie  Ray,  R.N.,  head  nurse,  3 
Pavilion,  who  spent  three  weeks  in  Italy. 

Congratulations  to  Dr.  and  Mrs. 
James  W.  Dow  on  the  birth  of  their  son, 
Christian  Davidson  Dow,  and  to  Mr. 
and  Mrs.  William  Loeffler,  assistant 
director,  housekeeping,  on  the  birth  of 
their  son. 

Farewell  to  Linda  Johnson,  R.N., 
head  nurse,  5 Murdock,  who  is  retiring 
from  nursing  November  1 to  await  the 
arrival  of  a baby. 

Congratulations  to  James  Blair,  as- 
sistant manager,  finance,  and  Etta 
Cherner,  hospital  admissions  surveil- 
lance program,  who  were  wed  October 
I.  The  couple  honeymooned  in  Florida 
and  now  reside  in  Elmwood  Park. 


real  estate  broker,  has  been  volunteering  at  Pres- 
byterian-St.  Luke's  Hospital  since  his  retirement. 
He  is  a resident  of  Oak  Park,  where  he  has  been 
living  for  56  years. 
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To  All  Medical  Center  Staff: 

During  this  special  holiday  season  I 
wish  to  express  my  heartfelt  thanks  to 
all  of  you  for  your  personal  loyalty  and 
dedication  to  Rush-Presbyterian-St. 
Luke’s  and  its  commitment  to  serve  its 
patients  well. 

To  each  of  you  hearty  Season’s 
Greetings  and  a happy  New  Year. 


James  A.  Campbell,  M.D. 
President 


Happy  Holidays 
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“A  Personal  View”  Belsey  and  Buhrmann 

Named  to  Branches 


by  Archibald  McKinlay 

Director 

Office  of  Development 

and  Communication 

(From  time  to  time,  people  at  all  levels 
within  the  Rush — Presbyterian — St. 
l.uke’s  health  system  will  be  given  space 
in  NEWS  ROUNDS  to  register 
personal  views  of  matters  that  affect  all 
of  us.  The  following  comment  is  the  first 
of  these  views.) 

Opinions  abound  as  to  what  man’s 
most  basic  need  is.  Food.  Shelter.  Sex. 
Love.  Security.  I would  argue  for 
Purpose. 

Without  Purpose,  a person  can't  even 
survive  unless  he  anesthesizes  himself 
with  mindless  distractions  — mindless 
chatter,  mindless  entertainment, 
mindless  intellectual  exercises,  mindless 
relationships.  With  Purpose  made  of 
subordinating  oneself  to  serving  others, 
a person  can  not  only  survive,  he  or  she 
can  live. 

All  this  is  by  way  of  saying  that  the 
people  who  make  RPSL  go  — 
employees,  volunteers,  supporters  — 
can  more  freely  live  because  of  their 
involvement  here.  We’ve  all  got 

Purpose  built  right  into  our  jobs.  Not 
alone  because  RPSL  ministers  to  the  ill 
with  care  of  superb  quality.  But  more 
because  we  are  all  engaged  in  building 
an  example  that  can  change  the  way 
health  care  is  delivered  everywhere. 

Ours  is  a prototype  health  system.  A 
model  to  be  copied  or  adapted  all  over 
the  nation  and,  perhaps,  even  the  world. 
We’re  penetrating  tomorrow  on  behalf 
of  all  people.  We’re  leading  civilization 
into  a healthier  future. 

If  that  seems  like  a magnification  of 
our  own  importance,  consider  this: 

If  each  of  us  were  to  list  the  world’s 
major  problems,  health  care  would  be 
on  all  lists.  People  all  over  the  world 
need  better  care.  They  don’t  always 
receive  it  because  the  delivery 
mechanism  doesn’t  always  deliver. 
What  exists  — even  in  America  is  a 
health  non  -system.  Fragments  of  care. 
Not  enough  doctors.  Not  enough  nurses 
and  allied  health  personnel.  Not  enough 
access  to  care. 

But  now  each  of  us  in  our  own, 
defined  way  is  helping  systematize 
health  care  through  our  work  here  at 


1 he  Medical  Center  has  named  the 
administrators  for  its  branch  hospitals. 

George  W.  Belsey  has  been  appointed 
administrator  for  Rush  Presbyterian  St. 
Luke’s  Medical  Center  South  in  Park 
Forest  South,  and  Henry  J.  Buhrmann 
has  been  appointed  to  the  North  branch 
in  Schaumburg. 

Their  appointments  follow  the  an- 
nouncement of  Medical  Center  plans  to 
build  and  operate  a “new  kind  of  health 
facility”  in  these  two  suburbs. 

The  branch  hospital  will  function  as  a 
self-contained  community  hospital 
drawing  upon  the  extensive  professional 
and  technological  resources  of  the 
Medical  Center.  Rush  Medical  College 
students  will  have  the  opportunity  to 
receive  training  in  a community  setting. 
Thus,  it  is  hoped  that  the  branch  hospi- 
tals will  reverse  the  trend  of  many 
Illinois  medical  school  graduates  leav- 
ing Illinois  to  practice  medicine  in  other 
states.  Qualified  physicians  in  the  area 
will  be  offered  appointments  to  the  hos- 
pital staff  and  Rush  Medical  College 
faculty. 

Belsey  has  been  associate  administra- 
tor for  laboratory  and  diagnostic  ser- 
\ices  at  the  Medical  Center  since 
August,  1971.  I’rior  to  that  appoint- 
ment he  served  as  assistant  adminis- 
trator at  McNeal  Memorial  Hospital, 
Berwyn,  Illinois. 

A graduate  of  DePauw  finiversity, 
Greencastle,  Indiana,  Belsey  earned  a 
Master  ot  Business  Administration  in 
Health  Care  Administration  at  George 
Washington  University.  He  isa  member 
of  the  American  Hospital  Association, 
the  American  College  of  Hospital  Ad- 
ministrators and  recently  has  been  ac- 
tive as  a board  member  of  the  Metro- 

Rush  Presbyterian —St.  Luke’s. 
We’re  building  a comprehensive  and 
balanced  health  system.  If  we’re 
successful,  the  result  will  be  something 
others  can  replicate.  If  our  model  is 
replicated  200  times  in  America,  the 
nation  will  finally  have  a national  health 
system.  And  if  the  American  model 
works,  it  could  be  copied  or  adapted  by 
other  nations. 

So  by  working  to  build  the  RPSL 
system  — and  making  it  work  we  on 
Chicago’s  west  side  are  working  for 
people  all  over  the  world.  That’s 
I’urpose. 


politan  Chicago  Blood  Council. 

Buhrmann,  as  assistant  to  the  dean  of 
Rush  Medical  College  since  June  1970, 
has  been  instrumental  in  the  planning 
and  development  of  the  College  follow- 
ing its  reactivation. 

A graduate  of  Loyola  University, 
Buhrmann  earned  a Master  of  Health 
Administration  degree  at  Washington 
University  School  of  Medicine, 
Graduate  Program  in  Health  Care  Ad- 
ministration. A member  of  the  Ameri- 
can Hospital  Association,  he  is  curren- 
tly recommended  for  advancement  to 
Member  of  the  American  College  of 
Hospital  Administrators. 


George  W.  Belsey 


Henry  J.  Buhrmann 


DeKalb  Hospital  is 
Sixth  in  Network 


DcKalh  I’ublic  Hospital,  Illinois,  is 
the  sixth  hospital  to  join  with  the  Medi- 
eal  Center  in  its  network  ol  alTiliated 
hospitals,  it  was  announced  today. 

I he  first  live  hospitals  to  join  were 
C'hrist  Community  Hospital  in  Oak 
Lawn,  Community  Memorial  (ieneral 
Hospital  in  l.aCirange,  Swedish 
Covenant  Hospital  in  Chicago,  West 
Suburban  Hospital  in  Oak  Park  and 
(ialesburg  Cottage  Hospital  in  (iales- 
burg.  1 he  network  will  eventually  in- 
clude ten  hospitals. 

In  making  the  announcement.  Dr. 
.lames  A.  Campbell,  Medical  Center 
president,  said,  “The  affiliate  network 
will  link  community  hospitals  with  the 
Medical  Center  to  serve  an  estimated  I 
1 2 million  persons  in  all  socio- 
economic groups.  These  hospitals  will 
be  located  in  urban,  suburban  and  rural 
communities  within  the  state  of 
Illinois.” 

“In  addition  to  community  service, 
the  network  embraces  the  shared  goals 
of  education,  patient  care  and  research,” 


Dr.  Campbell  siad. 

1 o help  fill  the  acute  shortage  of  pri- 
mary care  physicians  in  Illinois,  the 
Medical  Center  reactivated  Rush  Medi- 
cal College.  1 he  hospitals  in  the  net- 
work, with  Rush,  will  provide  oppor- 
tunities for  medical  students  to  obtain 
training  in  a variety  of  community  set- 
tings where  they  eventually  will  practice. 
A cooperative  training  program  for 
other  health  personnel  is  also  being 
developed. 

The  network  also  offers  the  oppor- 
tunity to  explore  ways  and  means  of  at- 
tacking the  high  cost  of  health  care 
through  developing  more  efficient  and 
economic  care  and  through  sharing 
facilities  and  services  such  as  laundries 
and  computers. 

DeKalb  Public  Hospital,  owned  and 
operated  by  the  city  of  DeKalb,  is  a 105- 
bed  hospital  serving  portions  of 
DeKalb,  Kane,  Lee  and  Ogle  counties 
with  a projected  1975  population  of 
87.600. 

Recently  DeKalb  Public  Hospital 


joined  with  other  institutions  in  the 
county  to  form  the  Kishwaukee  Com- 
munity Health  Services  Corporation. 

I he  Corporation,  a non-prolit 
organization,  was  formed  in  response  to 
the  need  for  more  effective  utilization 
and  the  expansion  of  all  existing  health 
resources  in  the  community.  Its  object  is 
to  establish  a new  comprehensive 
program  emphasizing  preventive  and 
ambulatory  care,  early  diagnosis  of 
disease  as  well  as  the  addition  to  hospi- 
tal services  and  rehabilitation  and  ex- 
tended care  facilities. 

Mr.  George  W.  Smith,  acting  ad- 
ministrator for  DeKalb  Public  Hos- 
pital, siad,  “The  Medical  Staff  and 
Board  of  Directors  of  DeKalb  F’ublic 
Hospital  are  confident  that  the  affilia- 
tion with  Rush-  Presbyterian-  St.  Imke’s 
Medical  Center  will  be  beneficial  in 
providing  quality  care  of  the  patient. 
This  will  be  accomplished  through  the 
development  of  staff  programs  and 
interchange  of  information  with  a 
research  facility.” 
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Margaret  Schlagel  is 
Employee  of  the  Quarter 


Margaret  Schlagel  is  the  vivacious, 
ambitious,  and  conscientious  super- 
visor of  the  Central  Kitchen  Dish- 
washing Unit.  Although  her  position 
may  not  appear  glamorous,  lew  are  of 
greater  importance  to  the  welfare  and 
safety  of  patients  and  personnel. 

Mrs.  Schlagel's  unit,  staffed  by  18 
employees,  is  responsible  for  the  sanita- 
tion, sterilization,  storage  and  transpor- 
tation of  40,000  to  50,000  pieces  of  china 
and  silver  daily.  Always  alert  to  the 
possibility  of  infections  being  trans- 
mitted by  improperly  sanitized  dishes 
and  utensils,  Mrs.  Schlagel  devotes  con- 
stant attention  to  the  maintenance,  of 
high  standards  of  performance  of 
personnel  and  equipment. 

With  a thorough  knowledge  of  equip- 
ment and  its  operation,  Mrs.  Schlagel 
instructs  her  personnel  in  the  proper 
procedure.  She  is  diligent  in  her  super- 


vision of  the  care,  storage,  and  transpor- 
tation of  dishes. 

Welcomes  New  Employees 

According  to  Miss  Winifred  Ayers, 
assistant  director,  food  service  adminis- 
tration, "Mrs.  Schlagel  maintains 
constant  surveillance  of  equipment  and 
materials.  She  has  reduced  dish 
breakage  and  loss  by  her  careful  super- 
vision. In  addition,  she  makes  every 
employee  aware  of  the  cost  of  breakage 
and  waste  of  supplies.” 

fhe  morale  in  the  Dishroom  Unit  is 
always  high  when  Mrs.  Schlagel  is  on 
the  scene.  Well  aware  that  she  is 
available  for  counsel  and  encourage- 
ment in  helping  them  meet  job  require- 
ments, employees  respect  her  demands 
for  superior  performance. 

Mrs.  Belle  Shim,  Mrs.  Schlagel’s 
supervisor,  said,  “She  welcomes  each 
new  employee  into  her  unit  and  makes 


them  feel  at  ease.  She  gives  concise  and 
easily  understood  instructions,  and 
’pitches  in’  wherever  assistance  is 
needed.” 

Honesty  Inspires  Others 

During  the  36  years  of  her  employ- 
ment with  the  hospital,  Mrs.  Schlagel 
has  had  an  outstanding  attendance  re- 
cord. She  is  always  present,  arrives 
early,  and  begins  her  work  immediately. 
Her  attention  to  the  observanee  of 
saf  ety  rules  and  procedures  for  the  bene- 
fit of  others  is  worthy  of  note. 

Miss  Ayers  adds,  “Mrs.  Schlagel’s 
e.xemplary  honesty  and  integrity 
inspires  others  to  do  a good  job.” 

For  these  qualities  and  positive 
contributions  to  the  Medical  Center, 
Mrs.  Margaret  Schlagel  was  ehosen 
Employee  of  the  Quarter. 


Employee  oj  the  Quarter  Mrs.  Margaret  Schlagel,  Unit  is  responsible  for  the  sanitation,  steriliza-  SO.OOQ  pieces  of  chirm  and  silver  daily, 

supervisor  of  the  Central  Kitchen  Dishwashing  tion,  storage  and  tran.sportation  of  40,000  to 
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Employee  of  the  Quarter  eamUdates  included  (left 
to  ri/tht)  Arlene  Bitton.  finance:  Dorothy  Little, 
surftieal  unit  management:  Mary  Quinn,  pediat- 


rics: Mildred  C.  George,  transfusion  therapy: 
Margaret  Schlagel,  Employee  of  the  Quarter: 
l.udean  Thorpe,  laundry:  Rose  Thurman,  health 


center:  and  Cora  Tanzy.  psychiatry.  Each  candi- 
date received  ^50  and  Mrs.  Schlagel  received  ^ 100. 


LADS  Learn 
Reading  Readiness 


“Will  my  child  learn  to  read?”  is  a 
familiar  question  to  Laurance  Armour 
Day  School  staff.  Learning  to  read  is  a 
concern  of  all  parents  interested  in  their 
youngster’s  development  and  educa- 
tion. 

I'he  reading  readiness  program 
employed  by  the  teachers  at  LADS  has 
several  components.  First  is  the  basic 
philosophy  behind  reading  readiness. 
The  staff  believes  that  getting  ready  to 
read  is  just  one  type  of  readiness  that  a 
child  develops  in  life.  “It  is  just  one 
social-emotional-intellectual  milestone 
in  preparation  for  maturity.”  Miss  Jane 
Grady,  director  of  the  school,  said. 

At  that  same  time  teachers  stress  that 
making  mistakes  is  natural  and  should 
not  be  considered  failure.  Lhe  impor- 
tant element  in  being  ready  to  learn  is 
the  willingness  to  try.  and  try  again. 


In  addition  to  learning  reading  readi- 
ness skills,  the  children  at  LADS  create 
them  spontaneously.  Since  speech  and 
language  development  are  building 
blocks  for  reading  readiness,  language 
arts  activities  occur  constantly  in  the 
classroom.  Two  e.xamples  of  language 
and  speech  projects  are  flannel  board 
play  and  story  telling  through  pictures. 
I hese  creative  play  techniques  not  only 
encourage  and  foster  language  develop- 
ment, but  they  also  help  a youngster 
e.xpress  his  feelings  and  assume  a 
responsible  and  confident  role. 

Feachers  do  not  simply  read  books  to 
their  pupils;  they  encourage  2,  3. 4.  and  5 
year  olds  to  “read”  these  same  pieces  of 
literature  and  create  different  plots  to 
the  stories.  A favorite  activity  in  one 
classroom  is  having  a child  relate  his 
own  tale  before  daily  nap  time. 

Even  more  unusual  and  e.xciting  ways 
to  prepare  for  reading  skills  are  through 
“oral  readings”  of  puppet  shows  and 
through  creative  drama  enactments. 

For  children  at  Laurance  .Armour 
Day  School  reading  readiness  is  just  a 
lot  of  fun. 


More  Suggestion 
Plan  Winners 


Recent  Suggestion  Plan  winners  in- 
cluded two  from  the  tea  room,  Joyce  Le- 
Flore,  ^10,  and  Mary  Barton,  ^15. 

David  L.  Majkowski,  psychiatric  nur- 
sing. received  ^25  for  his  suggestion  to 
assure  safe  traffic  flow  in  the  main  cor- 
ridor of  the  hospital.  .A  dual  conve.x  mir- 
ror system  will  be  placed  on  the  north 
wall  of  the  main  corridor  between 
Flarrison  and  Congress  Street  lobbies. 
This  will  provide  a clear  view  of  the 
corridor  and  alert  all  traffic  of  oncom- 
ing elderly  people,  wheelchairs,  and 
carts. 

Charlean  Curtin,  surgical  nursing, 
received  ^20  for  a suggestion  regarding 
improved  patient  care.  To  assure  that 
nurse  rounds  at  night  do  not  frighten  or 
awaken  the  patient  through  improper 
use  of  the  tlashlight,  new  nurses  w ill  be 
oriented  on  proper  procedure  of  facing 
the  nashliizht  downward. 
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Hudson  to  Head 
Ambulatory  Care 


Edsel  K.  Hudson,  M.D.,  has  been  ap- 
pointed director  of  ambulatory  care  ser- 
vices. Dr.  Hudson  is  associate  profes- 
sor of  preventive  medicine  and  internal 
medicine  at  Rush  Medical  College  and 
senior  attending  physician  at  IVesby- 
terian  St.  Luke’s  Hospital. 

Dr.  Hudson  was  formerly  associate 
chief  of  staff  for  ambulatory  care  and  as- 
sociate professor  of  preventive  medi- 
cine at  the  University  of  Illinois  Hospi- 
tals and  at  the  College  of  Medicine. 
While  affiliated  with  that  institution  he 
also  served  aschief  of  the  medical  clinics 
and  director  of  planning,  community 
health  project. 

He  earned  his  B.S.  degree  from 
Howard  University  and  his  M.D.  from 
the  University  of  Illinois  College  of 
Medicine.  Dr.  Hudson  has  had  exten- 
sive experience  and  has  published  a 
number  of  papers  in  the  field  of  gastro- 
enterology. 

Dr.  Hudson's  professional  affilia- 
tions include  Diplomate,  National 
Board  of  Medical  Examiners;  fellow, 
American  College  of  Physicians; 
member  of  the  Board  of  Governors  of 
the  Institute  of  Medicine  of  Chicago.  In 
addition,  he  is  a member  of  Alpha 
Omega  Alpha,  an  honoree  of  Phi  Delta 
Epsilon  at  the  20th  annual  lectureship, 
and  he  received  the  Raymond  B.  Allen 
1 nstructorship  Award  from  the  senior 
class  of  the  University  of  I llinois  College 
of  Medicine  in  1966. 

As  director  for  ambulatory  care  ser- 
vices, Dr.  Hudson's  responsibilities  in- 
clude the  Health  Center  which  servs 
nearly  1 00, 000  persons  each  year,  the 
emergency  room  and  the  Health  Eval- 
uation Program,  a comprehensive  out- 
patient medical  program  for  executives 
of  business  and  industry. 


The  Ten  Command- 
ments of  Patient  Care 


1.  A Patient  - is  the  most  important 
person  in  our  business. 

2.  A Patient  — is  not  an  interruption  of 
our  work  - he  is  the  purpose  of  it. 

3.  A Patient  — does  us  a favor  when  he 
calls  - we  are  not  doing  him  a favor  by 
serving  him. 

4.  A Patient  — is  a part  of  our  business  - 
not  an  outsider. 

5.  A Patient  - is  not  a cold  statistic  - he 
is  a flesh  and  blood  human  being  with 
feelings  and  emotions  like  our  own. 

6.  A Patient  — is  not  someone  to  argue 
or  match  wits  with. 

7.  A Patient  — is  a person  who  brings  us 
his  wants  - it  is  our  job  to  fill  those 
wants. 

8.  A Patient  — is  deserving  of  the  most 
courteous  and  attentive  treatment  we 
can  give  him. 

9.  A Patient  - is  the  fellow  that  makes 
it  possible  to  pay  your  salary. 

10.  A Patient  is  the  life  blood  of  this 
and  every  other  hospital. 

J.  Robert  Martens,  a former  medica- 
tion technician,  adapted  these  ten 
commandments. 


Builder  Donates 
“Fine”  to  Hospital 


The  new  branch  hospital  in 
Schaumburg  has  added  *606  to  its  fund 
through  a contribution  made  by  Eevitt 
and  Sons  Construction  Company  in  lieu 
of  paying  a fine  to  the  village  for 
misplacement  of  six  homes  on  their  lots. 

Levitt  and  the  village  previously 
agreed  the  firm  would  pay  the  voluntary 
fine  or  donation.  Apparently,  through 
an  error  the  buildings  were  not  precisely 
located  on  the  lots  and  violated  certain 
requirements. 

I he  donation  is  among  the  first 
toward  raising  *4  million  as 
Schaumburg  residents’  share  of 
construction  costs. 


MERRY  X-MAS 


Pomerantz  Named 
Geriatrics  Director 


Rhoda  S.  Pomerantz,  M.D.,  has  been 
named  director  of  the  section  of  geria- 
trics in  the  department  of  internal  medi- 
cine. 

Dr.  Pomerantz  is  assistant  professor 
of  internal  medicine  and  preventive 
medicine  at  Rush  Medical  College  and 
assistant  attending  physician  at  Presby- 
terian St.  Luke's  Hospital. 

Dr.  Pomerantz  was  formerly  medical 
director  of  ambulatory  care  services 
where  her  responsibilities  included  the 
health  center,  emergency  room,  em- 
ployee health  service  and  health  evalua- 
tion program. 

She  received  her  A.B.  from  the 
University  of  Pennsylvania  and  her 
M.D.  from  Woman’s  Medical  College 
of  Pennsylvania.  Dr.  Pomerantz  com- 
pleted her  internship  and  residency  at 
Presbyterian  St.  Luke’s  Hospital  where 
she  also  served  as  chief  resident  in  the 
department  of  medicine. 

Her  professional  experience  also  in- 
cludes instructor  of  medicine.  Univer- 
sity of  Illinois  Medical  School  and 
clinical  instructor  of  medicine. 
Woman’s  College  of  Pennsylvania. 

Among  her  awards  and  member- 
ships in  honor  societies  are  Phi  Beta 
Kappa,  Alpha  Omega  Alpha,  Ameri- 
can Society  of  Clinical  Pathologists 
Bausch  and  Lomb  Medal,  Rush  Medi- 
cal College  Award  for  outstanding 
medical  intern  and  National  Institutes 
of  Health  post-sophomore  fellowship 
spent  in  pathology  at  the  Woman’s 
Medical  College  of  Pennsylvania. 

As  the  new  director  of  the  section  of 
geriatrics  Dr.  Pomerantz  assumes  the 
duties  of  the  medical  director  of 
Bowman  Health  Park,  a unique 
geriatric  center  which  will  help  keep  a 
senior  citizen  a functioning  citizen. 


Annual  Charter 
Flight  to  Take  Off 
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Yes,  there  will  be  a charter  llight  this 
year. 

Alter  months  ol  negotiations  and  dis- 
cussions the  Hiiropean  charter  flight  will 
again  take  off  in  May  but  on  a new  air- 
line, KI.M. 

The  charter  Oight  has  been  scheduled 
for  May  16  .lime  6,  1973.  It  will  leave 
Chicago  on  Wednesday,  May  16,  with 
stops  in  Amsterdam  and  Zurich.  I he 
return  trip  from  Zurich  and  Amster- 
dam will  be  on  Wednesday,  June  6. 

You  can  make  early  arrangements  for 
the  three-week  trip  at  the  low  fare  of 
*233.00  per  person.  The  fare  includes 
international,  Zurich  and  Amsterdam 
ta.xes.  Your  reservation  on  the  KLM 
flight  automatically  means  first  class 
service  including  food,  drinks,  and  a 
luggage  allowance  of  55  pounds  per 
passenger.  Infants  under  2 years  of  age 
may  lly  free  provided  they're  seated  on  a 
parent’s  lap. 


If  you  wish  to  reserve  space  on  the 
1973  flight,  please  return  the  attached 
form  to  public  relations  with  a deposit 
of  *50  per  person  as  soon  as  possible. 

All  checks  and  money  orders  should 
be  made  payable  to;  RUSH  PRHSBY- 
IHRIAN  SI.  LUKE’S  CHARIER. 
Send  to:  Rush  Presbyterian  St.  Luke’s 
Medical  Center,  Public  Relations  Char- 
ter Flight,  1725  West  Harrison  Street, 
Attn:  Ann  Bustos,  Room  922,  Chicago, 
Illinois  60612.  I he  entire  fare  must  be 
paid  at  one  time  or  in  two  monthly 
installments  of  *91.50  per  person,  with 
payment  due  the  16th  of  December  and 
January.  Lhe  cut-off  date  for  final  pay- 
ment of  all  fares  is  February  16,  1973 
with  no  exceptions.  Full  refunds  will  be 
granted  until  January  16th,  but  after 
that  date  a replacement  will  be  necessary 
before  money  can  be  refunded. 

Charter  regulations  specify  that  only 
spouses  and  dependent  children  can  ac- 


company a member  of  the  hospital 
family.  Members  of  the  hospital  family 
eligible  include  employes,  attending  and 
house  staffs,  volunteers.  Board  of 
I rustees.  Woman’s  Board,  Associates, 
Anchor  Cross  Society,  Benjamin  Rush 
Society,  Rush  Medical  College,  staff 
auxiliaries  and  Alumni. 

Jo  be  eligible,  passengers  must  be 
members  of  the  hospital  family  prior  ro 
November  16,  1972. 

A general  tour  for  those  interested 
will  include  Switzerland,  Germany, 
Austria,  France  and  Holland. 

The  price  of  the  tour  is  yet  to  be  deter- 
mined, but  it  will  be  based  on  a twin- 
bedded  room  with  private  bath,  all 
transportation  by  motor  coach  deluxe 
and  sight-seeing  with  two  meals  a day 
and  English-speaking  guides. 

For  more  information  please  contact 
the  public  relations  office  at  extension 
5579. 


Ten  Days  in 
Switzerland 

In  addition  to  the  Medical  Center’s 
annual  charter  flight,  several  shorter 
trips  have  been  arranged  through  the 
human  resources  department. 

The  next  trip  planned  is  one  to 
Switzerland  for  10  days  from  January 
25,  1973  to  February  3,  1973.  The  round 
trip  Swissair  flight  from  Chicago  to 
Zurich  is  available  to  Medical  Center 
employees  whose  employment  has  been 
established  prior  to  July  25,  1972. 

J'he  itinerary  includes  seven  nights 
accommodation  in  Davos,  Switzer- 
land, one  night  accommodation  at  the 
Hotel  Nova  in  Zurich,  including 
continental  breakfast,  sightseeing  tour 
of  Zurich  upon  arrival  and  many  other 
advantages. 

Lhe  tour  is  limited  to  spouse  and  de- 
pendent children  of  the  member  re- 
siding in  the  same  household  as  the 
member.  Based  on  a group  of  40  per- 
sons this  trip  is  available  at  a rate  of  *383 
per  person. 

A Caribbean  cruise  is  planned  for 
March. 

For  more  information  please  contact 
James  Morgan,  assistant  director  of 
employee  relations,  extension  5961. 


Mr.  Charles  H'.  .Arnett,  (white  coat)  therapeutic 
director  of  inhalation  therapy,  at  the  scene  of  the 
Illinois  Central  train  wreck  on  October  30.  .Mr. 


.Arnett  was  on  his  uar  to  work  on  that  fateful  day 
and  stopped  to  provide  medical  assistance  to  the 
collision  victims. 
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Farewell  and 
Good  Wishes 


Two  retirement  parties  were  recently 
held  for  several  long  time  Medical 
Center  employees. 

Emma  and  Clayborn  Turner  re- 
ceived good  wishes  and  farewells  from 
Mr.  Kenneth  A.  Williams,  director, 
housekeeping  and  from  their  many 
friends.  The  Turners,  the  first  couple  to 
be  chosen  Employee  of  the  Quarter, 
have  been  employed  in  the  Medical  Cen- 
ter for  over  20  years,  all  of  them  in  the 


housekeeping  department. 

Two  retiring  elevator  operators  were 
honored  for  their  devoted  years  of  ser- 
vice on  November  1 . Present  at  the  party 
were  (left  to  right)  Mr.  William  Dono- 
hue, assistant  administrator,  Ed  Riley, 
retiring  after  43  years.  Carlo  Coviello, 
17  years,  and  Mr.  John  King,  associate 
administrator,  human  resources. 

Ed  Riley,  assigned  to  the  Elealth 
Center  elevator,  began  working  at 


Presbyterian  Hospital  in  1929  and  is 
amazed  at  the  growth  and  development 
of  the  hospital.  He  remembers  starting 
work  with  hydraulic  elevators.  Carlo 
Coviello,  at  the  Murdock  double  door, 
will  be  missed  by  everyone  for  his  cheer- 
fulness and  friendliness.  He  fondly 
remembers  singing  Christmas  songs  in 
the  elevator  and  mostly  “keeping  the 
pretty  girls  happy.” 


We  Thank  You 
Mrs.  Velthuys 


Mrs.  Malhilde  Velthuys,  a Medical  Center  volun- 
teer since  1959,  uw  doubly  honored  durinf;  the 
month  of  October  for  devoting  more  than  IlfOOO 
hours  of  service  to  the  Medical  Center.  The  surgi- 
cal sciences  and  service  office,  where  Mrs. 


Velthuys  spends  most  of  her  time,  held  a party 
with  Dr.  Harry  Southwick,  chairman  and  profes- 
sor of  general  surgery,  accepting  cake  from  the 
guest  of  honor.  .At  the  annual  Volunteer  Day  Lun- 
cheon held  October  24  in  Room  Six  Hundred.  Dr. 


James  A.  Campbell.  Medical  Center  president, 
presented  Mrs.  1 elthuys  with  a certificate  of  ap- 
preciation for  "outstanding  and  dedicated  volun- 
teer service  to  the  community  and  the  nation 
from  Patricia  Nixon.  President  Nixon's  wife. 


New  Teaching 
Device  for  Urology 
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Dr.  Jack  E.  Mobley,  (right) chairman 
and  professor  of  urology,  discusses  the 
innovative  teaching  aide  for  the  detec- 
tion of  cancer  of  the  prostate  presented 
to  the  department  by  Mr.  Maurice  K. 
Ihomas  (left)  representative  for 
Merrell-National  Laboratories. 

The  teaching  model  closely  dupli- 
cates the  tissue  te.xture  and  anatomical 
detail  of  clinical  prostate  carcinoma 
diagnosis.  Lhe  device  accurately  por- 
trays various  stages  of  prostatic  car- 
cinoma and  helps  the  medical  student 
and  young  physician  learn  to  distinguish 
clinically  between  the  benign  gland  and 
malignancy. 

Prostatic  carcinoma  is  the  third  lead- 
ing cause  of  death  from  cancer  in  men 
over  the  age  of  55.  It  is  the  leading  cause 
of  death  from  malignant  disease  in  men 
over  75. 

According  to  Dr.  Mobley  the 
Merrell-National  model  is  one  of  the 
best  teaching  devices  he  has  seen.  “It  w ill 
greatly  aid  our  students  as  well  as 
interns  and  residents  in  detecting  pros- 
tatic cancer.” 

“Because  prostatic  cancer  symptoms 
do  not  appear  until  advanced  stages  of 
the  disease,  early  detection  in  the 
asymptomatic  stages  is  of  utmost  im- 
portance,” Dr.  Mobley  said. 


The  Woman's  Board  Health  Center  Committee  center  patients.  Pictured  is  the  sew  ing  committee 
under  the  chairmanship  of  Mrs.  Robert  H.  Rosen-  assembling  various  clothing  items  for  a newborn 
wald,  (far  left)  prepares  various  kits  for  health  baby. 


David  P.  Buchmueller  (right),  administrator.  “fifty  years  of  support  and  uninterrupted  member- 

recently  accepted  a gold  certificate  of  apprecia-  ship."  Kenneth  G.  Eicheson  (left),  immediate  past 
tion  presented  to  Presbyterian-  St.  Luke's  Hospi-  president  of  I H.4  made  the  presentation  at  the  as- 
ta!  from  the  Illinois  Hospital  .Association  for  its  sociation'';  >0th  annual  meeting. 
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Professional 

Activities 


Dr.  Richard  Gardiner,  instructor  of 
diagnostic  radiology  and  adjunct 
attending  radiologist,  attended  the 
American  College  of  Radiology’s  Con- 
ference on  Teaching  which  was  held  in 
cooperation  with  Eastman  Kodak  Com- 
pany Marketing  Education  Center 
October  25-28  in  Rochester,  New  York. 

Dr.  Raymond  N.  Miller,  assistant 
professor  of  psychiatry  and  associate 
attending  psychiatrist,  presented  a 
paper  on  “Psychological  Problems  in 
Rehabilitation  of  Cancer  Patients”  at 
the  Third  Annual  Conference  for 
Nurses,  sponsored  by  the  South  Kane- 
Kendall  Unit  of  the  American  Cancer 
Society,  Illinois  Division  on  October  25 
at  the  Mercy  Center  for  Health  Care 
Services  in  Aurora. 

Dr.  John  W.  O’  Donnell,  instructor  in 
psychiatry  and  assistant  attending 
psychiatrist,  spoke  to  the  Chicago  Lawn 
Presbyterian  Church  Women’s  Associa- 
tion on  November  15. 

Dr.  Clay  H.  Jone.s,  Jr.,  director, 
adolescent  and  young  adult  medicine 
and  associate  professor  of  pediatrics, 
will  speak  on  “Drug  Abuse”  on  the 
Today’s  Health  Program  December  29 
at  9:45  a.m.  on  Radio  Station  WMBl- 
EM. 

Dr.  Raymond  A.  Clasen,  associate 
professor  of  pathology  and  assistant 
attending  pathologist,  has  been 
appointed  to  the  Advisory  Editorial 
Board  of  the  Journal  of  Neuro- 
pathology and  Experimental  Neuro- 
logy. Dr.  Clasen  has  made  continuous 
important  contributions  to  the  subject 
of  cerebral  edema  and  its  management. 

Participating  in  the  Chicago  Medical 
Scoiety’s  1972  Postgraduate  Course  in 
Internal  Medicine  w'ere  the  following 
Medical  Center  members:  Dr.  Frank 
Becker,  assistant  professor  of  internal 
medicine  and  associate  attending  physi- 
cian, discussed  “Current  Approaches  to 
the  Treatment  of  Diabetes  Mellitus,”  on 
November  9;  Dr.  Stuart  Levin,  director 
of  infectious  diseases  and  associate  pro- 
fessor of  internal  medicine,  served  as 
moderator  for  the  session  on  Infectious 
Diseases  on  November  10.  He  also 
spoke  on  “Diagnostic  Approaches  to  In- 
fection of  the  Central  Nervous  System.” 
During  the  same  session.  Dr.  L.  D. 
Edward.s,  assistant  professor  of  inter- 
nal medicine  and  assistant  attending 
physician  spoke  on  “Control  of  Infec- 


tions in  Hospital  and  Isolation  Techni- 
ques.” The  November  1 1 session  on 
Nephrology  included  Dr.  1.  Drummond 
Rennie,  assistant  professor  of  internal 
medicine  and  associate  attending  physi- 
cian, who  presented  “Management  of 
Acute  Renal  Failure”;  Dr.  Richard  L. 
Hughes,  assistant  professor  of  internal 
medicine  and  associate  attending  physi- 
cian spoke  on  “The  Recognition  and 
Management  of  Obstructive  Lung 
Disease”  at  the  November  1 1 session  on 
Pulmonary  Disease. 

Miss  Gail  Odahowski,  R.N.,  5 

Murdock,  attended  a meeting  on 
“Nursing  Care  of  the  Pre-School 
Child,”  held  in  Kansas  City,  Mo.,  on 
October  30-31. 

Dr.  William  H.  Knospe,  associate 
professor  of  medicine  and  attending 
physician,  recently  gave  an  illustrated 
lecture  on  some  of  the  advances  in  the 
treatment  of  adult  leukemia,  at  a joint 
meeting  of  the  hospital  general  staff  and 
hospital  tumor  board  of  St.  Mary’s 
Hospital  in  Streator,  Illinois. 

Dr.  L.  Penfield  Faber,  director  of 
thoracic  surgery  and  associate  pro- 
fessor of  cardiovascular-thoracic 
surgery,  was  chairman  of  the  Motion 
Picture  Committee  of  the  American 
College  of  Chest  Physicians  Meeting, 
held  October  25-26  in  Denver,  Colora- 
do. Dr.  Faber  also  moderated  one  of  the 
movie  sessions. 

Rev.  Bernard  Pennington,  chairman, 
pastoral  care  and  education,  and  Rev. 
James  L.  Gibbons,  associate  chairman, 
attended  the  annual  conference  of  the 
Association  for  Clinical  Pastoral  Edu- 
cation, Inc.,  on  November  15-18  in 
Houston,  Texas. 

Dr.  Max  S.  Sadove,  professor  and 
chairman  of  anesthesiology,  gave  a lec- 
ture entitled,  “Glucagon,  Xylocaineand 
the  Myocardium”  at  a meeting  of  the 
Illinois  Society  of  Anesthesiologists 
held  November  4 in  Peoria,  Illinois. 

Dr.  Robert  M.  Kark,  director,  renal 
and  nutrition  and  professor  of  medi- 
cine, and  Mrs.  Lita  Brody,  M.S.,  super- 
visor and  research  assistant,  renal  and 
nutrition,  recently  attended  a Seminar 
on  Teaching  Urinalysis  at  the  Charles  S. 
Beardsley  Research  Center,  Elkhart, 
Indiana.  Dr.  Kark  spoke  on  “New 
Concepts  Arising  from  Study  of 
Urinalysis,”  and  Mrs.  Brody  gave  a lec- 
ture entitled,  “New  Approaches  to 


Teaching  Examination  of  the  Urinary 
Sediment.” 

Dr.  Steven  G.  Economou,  professor 
of  general  surgery  and  attending  sur- 
geon, recently  moderated  the  annual 
meeting  of  the  Illinois  Division  of  the 
American  Cancer  Society.  Speaking  at 
the  meeting  was  Dr.  Lauren  G.  Wolfe, 
associate  professor  of  microbiology.  His 
topic  at  the  meeting  was  entitled, 
“Viruses  in  Cancer.” 

Dr.  William  Hejna,  associate  dean, 
surgical  sciences  and  services,  Rush 
Medical  College,  and  professor  of 
orthopedic  surgery,  gave  a talk  to  the 
Denver  Medical  Society  entitled, 
“Change  — From  Medical  Education  to 
Medical  Job”  on  October  24. 

Dr.  Frederick  Malkinson,  professor 
and  chairman  of  dermatology  and 
attending  physician,  was  guest  speaker 
at  a meeting  of  the  Louisiana 
Dermatological  Society  held  Septem- 
ber 16-19.  Dr.  Malkinson  served  as 
visiting  physician  and  lecturer  to  the 
Louisiana  State  University  — Tulane 
Dermatology  Departments  at  Charity 
Hospital. 

Dr.  Harold  A.  Paul,  associate  pro- 
fessor of  general  surgery  and  attending 
surgeon,  recently  presented  a paper  en- 
titled, “A  New  Approach  to  Trainingfor 
the  Manual  Skills  in  Surgery”  at  the 
First  International  Conference  in  Edu- 
cation in  Health  Sciences  held  at  The 
Hague,  Netherlands.  The  paper  was  co- 
authored by  Dr.  Clarence  Monroe, 
professor  of  plastic  and  reconstructive 
surgery,  and  Dr.  William  Hejna, 
associate  dean,  surgical  sciences  and  ser- 
vices, Rush  Medical  College,  and  pro- 
fessor of  orthopedic  surgery. 

Dr.  Maynard  H.  Cohen,  professor 
and  chairman  of  neurology  and 
attending  physician,  recently  attended  a 
state-wide  meeting  of  the  National 
Myasthenia  Gravis  Foundation  at 
Loyola  University  Medical  Center, 
Maywood.  Dr.  Cohen  is  a member  of 
the  Foundation’s  Advisory  Board. 

Dr.  Cel  Brocken,  director,  pediatric 
psychology  and  assistant  professor  of 
pediatrics,  spoke  at  a business  meeting 
of  one  of  the  Chicago  Chapters  of  the 
American  Association  of  Medical  Assis- 
tants on  November  8.  The  talk  was 
entitled,  “Psychodynamics  of 
Symptomatology  Commonly  Pre- 
sented in  a Pediatric  Setting.”  Dr. 


I^rockcii  also  spoke  to  a continuing 
education  group  of  St.  .lames  I’arisli, 
Arlington  Heights,  on  “Growing  Up  Fe- 
male,” November  5. 

Dr.  Willil.  associate  professor 

of  medicine  and  attending  physician, 
presented  a paper  entitled,  “ Treatment 
of  Paget’s  Disease  with  Mithramyein” 
to  the  Chicago  Society  of  Internal  Medi- 
cine on  November  27. 

Dr.  Richard  C.  Koenig,  assistant 
professor  of  psychiatry  and  attending 
psychiatrist,  attended  the  annual 
meeting  of  the  American  Academy  of 
Child  Psychiatry  in  New  Orleans, 
Louisiana,  October  12-15. 

Dr.  David  Caldarelli,  instructor  of 
otolaryngology  and  bronchoeso- 
phagology  and  assistant  attending  sur- 
geon, gave  a lecture  entitled,  “Manage- 
ment of  Ear  Disease  in  the  Patient  with 
Cranial  Facial  Anomalies”  at  a meeting 
of  the  Illinois  Chapter  of  the  Academy 
of  Pediatrics  held  October  8 in  Peoria, 
Illinois. 

Drs.  Franklin  S.  Alcorn,  professor  of 
diagnostic  radiology  and  attending 


radiologist,  and  ,lerry  F.  Feia.snick, 
associate  professor  of  diagnostic 
radiology  and  associate  attending  radio- 
logist, attended  the  American  College  of 
Radiology  Seminar  on  Skeletal  Radio- 
logy, November  2-6  in  New  Orleans, 
l.ouisia  na. 

Dr.  Mark  //.  Lepper,  dean.  Rush 
Medical  College,  recently  attended  the 
Fiftieth  Anniversary  Dinner  Celebra- 
tion and  Annual  Meeting  for  the 
Chicago  Heart  Association  at  the  Pal- 
mer House  in  Chicago. 

Dr.  Robert  Northrop,  associate 
professor  of  microbiology,  recently 
participated  in  the  third  annual  day- 
long conference  for  nurses,  “F’otpourri 
on  Cancer  Today”  sponsored  by  the 
South  Kane-Kendall  Unit  of  the  Ameri- 
can Cancer  Society.  Dr.  Northrop  dis- 
cussed “Viruses  and  Cancer”  at  the 
meeting  which  was  held  October  25  in 
Aurora,  Illinois. 

Participating  at  the  recent  Chicago 
Hospital  Council  November  15  meeting 
were  Gail  L.  Warden,  executive  vice- 


president, operations,  who  discussed 
“Community  Hospital  Affiliations  with 
Medical  Schools”  and  Dr.  Harold  A. 
Paul,  coordinator  of  surgical  pro- 
grams, and  associate  professor  of 
general  surgery  who  discussed  the  role 
of  the  “physician  coordinator”  in  an 
affiliation  program. 

The  following  members  of  the  depart- 
ment of  anesthesiology  recently 
attended  the  annual  meeting  of  the 
American  Association  of  Anesthesio- 
logists' in  Boston;  Dr.  David  Katz, 
associate  professor  and  senior  atten- 
ding; Dr.  Shyamala  Badrinath,  assis- 
tant professor  and  assistant  attending; 
Dr.  Sheela  Kishore,  instructor;  and  Dr. 
Donal  Keane,  assistant  professor  and 
assistant  attending. 

New  Appointments 

Neurological  Sciences:  Dr.  Frank 
Morrell,  professor,  and  Dr.  Charles 
Schauf,  assistant  professor. 

Anesthesiology:  Dr.  Virbhandas 

Arjim,  assistant  professor,  and  Dr. 
Shigeru  Hatano,  professor. 


Dr.  James  .A.  Campbell.  Medical  Center  presi-  England.  The  .Medical  Center  was  one  of  a select  to  ^^ain  innovative  insights  related  to  their  task  of 

dent,  recently  met  with  a group  of  distinguished  list  of  medical  care  institutions  which  this  group  constructing  an  outpatient  department  for  the 

medical  professionals  from  South  Hampton.  visited  throughout  the  United  States  in  an  attempt  South  Hampton  group  hospitals. 
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Holiday  Calendar 


Thursday,  December  7 

Celebration  of  Hanukah 
Chapel  Service  2:00  P.M. 

Rabbi  Leonard  Mervis,  Chaplain 

Sunday,  December  10 

Holy  Communion  9:00  A.M. 

Advent  Service  10:30  A.M. 

Tuesday,  December  12 
Our  Lady  of  Guadalupe 
Festal  Mass  12:00  P.M. 

Wednesday,  December  13 
Health  Center  Senior  Citizens’ 
Christmas  Party  1:00  P.M. 
Schweppe-Sprague  Hall 
Friday,  December  15 
Pastoral  Care  and  Education 
Open  House  2-4:00  P.M. 

7th  Floor  Schweppe-Sprague  Hall 
Saturday,  December  16 
Roman  Catholic  Mass  5:00  P.M. 
Sunday,  December  17 
Holy  Communion  9:00  A.M. 

Ill  Advent  10:30  A.M. 

Tuesday,  December  19 
Christmas  Internationale  II 
Medical  Center  Theatre  Program 
12:00  P.M.  and  4:00  P.M. 
Schweppe-Sprague  Hall 
Wednesday,  December  20 
Volunteer  Department  Open  House 
Volunteer  Office  - 1 Pavilion 
12-4:00  P.M. 

Thursday,  December  21 
Medical  Center  Personnel 
Christmas  Party  1-4:00  P.M. 
Schweppe-Sprague  Hall 
Sunday,  December  24 
Holy  Communion  9:00  A.M. 
Pre-Christmas  Service  10:30  A.M. 
Roman  Catholic  Mass  3:30  P.M. 
Midnight  Choral  Eucharist  1 1:30  P.M. 
Open  House  - Congress  Lobby 
I hroughout  Christmas  Eve 
Monday,  December  25 
Christmas  Day  Communion  7:30  A.M. 
Roman  Catholic  Mass  10:00  A.M. 


The  Rush  Faculty  H ives  are  selling  the  above  note 
cards  with  proceeds  being  applied  to  the  Rush 
Medical  College  Scholarship  Fund.  A box  of  20 
notes  and  envelopes  is  available  for  ^3.00  at  the 
Gift  Shop.  The  card  was  designed  and  sketched  by 


Joan  Goldin,  medical  illustrator,  who  was  former- 
ly employed  by  the  Medical  Center.  Mrs.  Goldin  is 
married  to  Dr.  Marshall  Goldin,  cardiovascular 
surgeon. 
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